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NOTICE 
Tho undermentionod Gazettes of India Extraordinary wore publ shod during the wook 
onding the 6th June 1981 : 


INo 


No, and Date 


Tapued by 


Subjeot 


No. 


988 


R : 0 . 885, dated the lut Ministry of Amendmont in the Sohedule to 8 . R . O . 
Juge 1961. 

Comineroo & 500, dated 2nd September 1980 . 
Iudustry . 


96 


8 . R . O . 886 , datod tho Ist 

Jupo 1901. 


Ministry of Fixation of máximum prioon of vege 

Food and Agri- table oil producte . 
culture . 


97 


8 . R . O . 857, dated the lat 

Juno 1081. 


Ministry of Amendment to the Second Sohedule to 
Finance ( Roy . the Indian Tariff Aot, 1934 . 
enue Division ) . 


98 


8 . R . O . 868, dated tho ląt 

June 1981 . 


Ministry of 
Home Affairg . 


Extension to the State of Dolhi of tho 
East Punjab Agrioulture Posts Diseason 
and Noxious Weedy Aot, 1949 , to 
gether with the Aot ag iodiflod . 


Ooplou of tho Gazotto Extraordinary mentioned abovo will be supplied on Indont to the 
Managor of Publications, Civil Lines , Delhi, Indentu should be mubmittod so a4 to roach the 
Manager within ton days of the date of issue of this Gazotto . 


PART I - Section 3 
Statutory Rules and Orders issued by the Ministries of the Government 

of India ( other than the Ministry of Defence ) and Central Authoritia 
(other than the Chief Commissioners ). 

MINISTRY OF LAW 

New Delhi, the 29th May 1951 . 
S . R . O . 881 . - In exercise of the powers oonforred bly clauso ( 1 ) of artiolo 299 
of the Constitution , the President hereby directs that the following further amond 
monts shall be made in the Notification of the Government of India in the Ministry 
of Law No. F . 38 - 1 /50 - L , dated the 26th January , 1950 , relating to the execution 
of oontracts and Assurancon of property , namely - - 

1. In Part IV of the said notification , undor Head C , for itom 8, the following 
itom shall be substituted , namely : 

“ 8 . Policios of Postal Lifo Insurance and Endowment Assurango ; by the Direc. 
for of Postal life Insurance , Calcutta or the Assistant Director of Postal Life Insurance , 
Calcutta ." 

(877 ) 
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2 . In Part V of tho said notifioation undor Hoad E , in itom 9 , aftor tho won 
" by the Secretary " , tho words " or a Joint Secretary " shall bu inserted . 

3 . In Part VI of the said notifioution , aftor Hoad D , the following Head shall 
be addod , nanoly : 

" E . - In the case of tho Lawronor School, Lovodalo, Nilgiris and the Law - 
rence Suhoul, Senawar ( Simla Hills ) : 

Soourity bonds in oonpiction with the employmont of ofico cashiers store 
koopors and other subordinatog ruquirad to handla cash , stores and valuablog in 
the cours of thoir oflioial work and whom the rispootivo Principals have power 
to appoiat ; by the Principals of the respective Schools concerned . " 

4 . In Part X of the said notification , under Head D , in itoms 3 and 5 for the 
words " Chief Opium Officer , Neemuch ” , tho words “ Assistant Collector (Opium ), 
(Neemuch ) " shall be substitutod . 

6 . In Part XI of tho said notifioation , for the words “ Regional Food Commis 
sioners ” wherever thoy pour, the words “ Regional Directors ( Food ) ” shall be 
substitutod . 

6 . In Part XIII of the said notification : 

(2) In item 2 , tho words " Chief Technical Adviser ( Fertiliser Project) and any 
of his subordinate Gazetted Oficers to whom this power is formally delegated by him 
Bhall bo omitted . 

(ii ) In item 3, the words “ Chief Technical Adviser ( Fertiliser Project ) "" 
shall be omittod . 

7. In Part XVII of the said notification , under Hoad A : 

( ) In itom 6 for the words " Axecutive Officer , Golden Rock " , the words “ Stan 
tion Executive Officer , Kharagpur " shall bo substituted . 

(ii) In item 7, tho words " or the Station Exeoutive Officer , Kharagpur " 
shall be added . 

( iii) In item 12 , tho words " Executive Officer, Golden Rock " shall be omitted . 

(iv ) In itom 35 , tho words “ Executive Officer, Colony Committee , Golden Rock 
shall be omitted 

8 . In Part XX of the said notifioation , after Houd F , the following Hoed shall 
be addod, namely : 

" G . - In the case of the Fertiliser Projeot, Şindri : 

1. All ayrvioe agreements ; by the General Manager or the Principal Adminis 
trative Officer. 

2. Seourity bonds for the due porformance or thuil duties by Government 
servants ; by the General Manager . 

3 . Lpasos of houses, lands or other immovable property ; by the General 
Manuger . 

4 . All othor oontruots , floods and instruments ; by the General Manager or the 
Principal Administrative Officer " . 

9 . In Part XXIX of the said notifioation , in item 3 (a ), for the words “ Vom 
missioner of Police ” , the words “ District Superintendent of Police ” shall be substi 
tuted , 


[No. F . 35 - 1/81 -L ) 
SHRI GOPAL SINGH, Dy. Sooy . 
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MINISTRY OF HOME AFFAIRS 

New Delhi, the 31st May 1951 
S . R . O . 882 . - In exercise of the powers conferred by sootion 2 of the Part 0 
States (Laws ) Act , 1950 (XXX of 1950 ), the Central Goverament hereby extends 
to the State of Delhi the BengalGeneral Clau903 Act, 1899 (Bengal Act I of 1899) 43 
at prosent in force in tho Stato of Wost Bengal, subjeot to the following modifi 
vations , namely 

1 . References to a Bengal or a West Bengal Act shall be construed as references 
to the Bengal Act or the West Bengal Act as extended to the State of Delhi. 

2 In section 3 , for clause (8 ), the following clause shall be substituted ; 
zamely , 

(8 ) " Collector ” means the Collector of Delhi . 
3 . Section ( shall be omitted . 
4 . In section 23 

(a ) the words " on the passing thereof ” shall be omitted , 
(6 ) for the words " after the passing of the Aot" , the words " after the extension 

of the Act to the State of Dellai ” shall be substituted . 
2. Tho text of the said Act as modified is published as an annozure to the 
notification . 


ANNEXURE 

BENGAL ACT 1 OF 1899. 
( THE BENGAL GENERAL CLAUSES ACT, 1899 ), 
An Act for further shortening tho language used in Bengal Acts , 

and West Bengal Acts , and for othor purpos.8 . 
WHEREAS it is expedient further to shorten the language 
used in Bengal Acts and West Bengal Acts , and to make 
certain other provisions relating to those Aots ; 
It is horeby enacted as follows : 

Preliminary. 
1. This Act may be called the Bengal General Clauses 
Act , 1899 . 

2 . (Repeal of Bengal Act V of 1867 .) Rep , by the Amend 
ing Act, 1903 (1 of 1903). 


Shorttidlo , 


GENERAL DETINITIONS . 
3 . In this Act , and in all Bengal Acts as extended to Definitione 
Delhi made after the commencement of this Act , and in all 
West Bengal Aots as extended to Dolhi unless there is any . 
thing repugnant in the subject of context, -- 

( 1 ) " abet, " with its grammatical variations and cog - " Abet." 

nato oxpressions, shall have tho same meaning as in the 
Aot XLV Indian Penal Code ; 
of 1800 . 

(2 ) " act " used with reference to an offence or a civil “ Aot ." 

wrong , shall include a series of acts ; and words 
which refer to acts done shall extend also to illegal 
omissions ; 
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" AAR 
davit ," 


(3 ) " affidavit" shall include affirmation and declara 

tion in the case of persons by law allowed to affirm 
or doolare instead of swearing ; 
" barrister " shall mean a barrister of England or 

Ireland, or a member of the Faculty of Advocates 
in Sootland : 


4 Barne 


tor . " 


" Bengal 


Aot ." 


" Chop 


ter . " 


" Colleo 
tor ." 
" Com 
moDoe 
ment ." 


“ Commis 
mioner ," 
“ Consular 
ofloor ," 


(6 ) " Bengal Act" shall mean an Aot made by the 24 & 28 , 
Lieutenant-Governor of Bengal in Council under 87 85 

Vlot ., o . 
[the Indian Councils Act , 1861, or ] the Indian Viot., o . 
Councils Acta , 1861 and 1892 [ or the Indian Councils 14 . 
Aots, 1861, 1892 and 1909 , or made by the Governor 
in Council of Fort William in Bengal under the 
Indian Councils Aots, 1861 , 1892 and 1909 ] [or 
the Government of India Act , 1916 , or by the Local 
Legislature or the Governor of Bengal under the 
Government of India Act , or by tho Provincial 
Legislature or the Governor of Bengal under the 

Government of India Act, 1935 . ] 
(7) " Chapter" shall mean a Chapter of the Act in which 

the word ocours ; 
(8) " Collector" means the collector of Delhi. 
(9 ) " commenment," used with reference to an Aot, 

shall mean the day on which the Aot comes into 

force ; 
(10 ) " Commissioner" shall mean the chief officer in 

charge of the revenue administration of a division ; 
(11) " Consular officer " shall include consul-general, 

consul, vice -congul, consular agent, pro -consu ) 
and any person for the time being authorised to 
perform the duties of consul- general, CODBUL, 

vice -consul or consular agent ; 
(12 ) “ District Judge " shall mean the Judge of a princi 

pal Civil Court of original jurisdiction , but shal 
not include a High Court in the exercise of its ordi 
nary or extraordinary original civil jurisdiction ; 
" document" ehall include any mattor written , 
expressed or described upon any substance by 
means of letters , figures or marks or by more than 
one of those means, which is intended to be used or 
which may be used , for the purpose of recording 

that matter ; 
( 14 ) " enactment" shall inolude a Regulation (as herein . 

after defined ) and any Regulation of the Bengal 
Code , and shall also include any provißion contained 
in any Act or in any such Regulation as afore 

said ; 
( 15 ) " father " in the case of anyone whoso personal law 

permite adoption , shall include an adoptive father ; 
( 16 ) " financial year" shall mean the year commenging 

on the first day of April ; 


Distriot 
Judge." 


" Doou 


mont . " 


* Enact. 


tent 


Pathor , 


" Planola 


year ." 
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(17 ) a thing shall be deemed to be done in " good faith " 

where it is in fnct done honestly , whother it is one 
negligently or not ; 


: Good 
? 


faith ," 


Aot XLV 
of 1860 . 


(21 ) " immovable property " shall include land , benefits “ Immov 

to Ariso out of land , and things attached to the ablo pro 
earth , or permanently fastened to anything attached pe 

to tho earth ; 
( 22 ) " imprisonment" shall mean imprisonment of either “ Imprison 

description " as definod in the Indian Ponal Code ; ment, 
( 23) " local authority " shall mean a Municipal Committee , “ Looal 

District Board , body of Port Commissioners or other Authority . 
authority legally entitled to , or entrusted by the 
Governmont with , the control or management of 
a municipal or local fund ; 


Aot V of 
1898 , 


(25 ) " Magistratu " shall incluclo ovory person oxorcising " Magia 

all or any of the powers of A Magistrate under the trate . 
Code of Criminal Procedure for the time being in 

force ; 
(26 ) " mastor ,” used with reforence to a ghip , shall mean " Master " . 

any person (oxccpt a pilot or harbour-master ) (Of A RIP ) . 
having for tho time being control or charge of the 

ship ; 
( 27 ) " month " shall moan a month reckonod according " Month ." 

to tho British calendar ; 
(28 ) " movablo property " shall mean property of evory 

Movable 

broty property ." 
description , except immovable properly ; 
( 29 ) " oath " shall include affirmation and declaration in Outh ." 

tho case of persons hy law allowed to affirm or dec . 

lare instead of swearing ; 
( 30 ) " offonoo shall mun any not oronission made " Offenoe." 

punishablo by any law for the time boing in force i 
( 31) " Part" shall mean a part of the Act in which the " Part." 

word occurs ; 
( 32 ) " porson " shall inoluilo uny company or association 

or body of in livilials , whether inovrporated or 

mot ; 
( 33 ) " public nuisance" shall mean A public nuisance ag " Publio 
dafinerl in the Indian Penal Codo ; 

Qujbango , " 
(31) " registered ," used with referenor to a documont , " Regis 

shull menn rogistorod in a Part A State or a Part terud ." 
C Stute under tho law for the time being in force 

for the registration of documents ; 
(35 ) “ Regulation " shall mein & Rogulation made by 

ation ." 
tho Governor under sub - paragraph (2 ) of paragraph 
5 of the Fifth Salielile to the Constitution and shall 
include a Regulation muule by tho Central Govern 
ment under the Government of India Act, 1870 , 


Aot XLV of 

1860 


38 & 34 
Viot ., 0 . 3 , 
8 & 6 Geo . 
V , 0 .01. 
16 Goo . v , 
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Rule " 


Mohedule " . 


TV 


" oheduled 
Distriot ." 


" Bootlon ." 


Ship . " 


Biga ," 


" Bon , " 


or the Government of India Act , 1915 , or the Govern 
ment of India Act , 1935 , or by tho Governor ander 
the Government of India Act, 1935 , or by the Presi 

dont under article 243 of the Constitution ; 
( 38 ) " rule " shall moun a mua maile in cxer ( 160 of a power 

conferred by any cnartment, and shell include & 

regulation mado as a rule under any onactment ; 
(37 ) " Schedule " shall menn i schedule to the Act in which 

tho word ovours ; 
(38 ) " Scheduled District ” shall mean a " Scheduled 

District " as defined in the Scheduled Districts 

Act , 1874 ; 
( 39 ) " section " shall mean t section of tho Act in which 

the word occurs ; 
(40 ) " slip " shall include every description of vessel 

used in navigation not exclusively propelled by 

oars ; 
(41 ) " sign ” with its grammatical variations and cognate 

expressions , shall with reference to a person who 
is unable to writo his name, include " mark ” with 

its grammatical variations and cognato expressions : 
(42) " & n ” in the case of anyone whose personal law 

permits adoption , shall include an adopted son . 
(43) " eub- section ” shall mean a sub - section of the sec 

tion in which the word occurs ; 
(44 ) " swear," with its grammatical variations and 

congnate expressions , whull include affirming and 
declaring in the case of persons by law allowed 

to affirm or declare instead of swoaring ; 
(45 ) " veggel” shall include any ship or boat or any other 

description of vessel used in navigation ; 
(450 ) "West Bengal Art" shall mean an Act inado by the 

Provincial Legislature of West Bengal under th . 
Govermont of India Act , 1935 , or by the Legislatur , 

of the State of West Bengal under the Constitution 
(46 ) " will " shall includo a codioil and overy writing making 

a voluntary posthumous disposition of proporty ; 
(47) expressions referring to " writing" shall be construed 

as including references to printing , lithography , 
photography and other modes of representing or 

reproducing words in a visiblo form ; and 
( 48 ) “ year " shall mean a year rockoned according to 

the British calendar. 


Sub - 800 
Non . " 


wor " 


" Vessel," 


Wost 
Bongal Aot " . 


4 WILI." 


" Writing ." 


“ Yoar " . 


4 . The definitions in section 3 of the following words , 
Appliooation 
of oortain of 

of that is to say, " affidavit," " Magistrato ," " mouth ," " oath ," 
the foro . and " swear," apply also , unless there is anything repugnant 
going dcfini in the subjı ct or context, to all Bengal Acts , made between 
Hona to pro, the first day of June , 1867, and the commencement of this 
Aoty . 


viou , Bengki Aot . 
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5 . In all Bengal Acts made betwoon the first day of June, Coutinu . 
1887 , and the commoncement of this Act , unless there is 

oortain de 
anything repugnant in the subject or context,- - 

finitions for 
( 1) " land " includes hoilsos and buildings and corporenl purposes 
hereditapicnts and tenemont- of any tenuro , unless 

nove previous 

Bengal Aote . 
where there te words to excludo houses and build 
ings or to restrict the meaning to tenements of sone 
particular tenuro ; and 
" person ” includes any incorporated company or 

incorporatod asso iation of persons . 
0A . (1 ) Tlie delinitions in section 3 of the Central Clauses Application 
Act , 1897 ( X of 1847 ) of the expressiong British India " , of certain 

dofinitions 
“ Central Act " , " Contrıl Clovernment " , " Chief Controlling in 

ono in geotion 8 
Revenue Authority " , " Chief Revenue Authority ” , “ Consti- of Aut X of 
tution " , " Gazette " , “ Govornment " , “ Government secu - 1897 to all 
ritica " , " High Court " , “ India ” , “ Indian Law " , " Indian Bengal and 
State " , " merged territories " , " Official Gazette" , “ Part 

Aote . 
A State " , " Pirt B Stato " , “ Part C Stute " , " Province " , 
“ Provincial Act ” , “ Provincinl Goveriment ” , “ Stato " , 
“ Stato Act " , and " Sinte Government ” shall apply also 
unless thero is anything rcpugnant in the subject or context 
to all Bengal an West Bengal Acts as extended to Delhi. 

( 2 ) In any Bongal Act or West Bengal Act as extended to 
Delhi, references to the " Stato Government ” or “ Central 
Government ” in any provision conferring power to make 
appointments to the civil services of, or civil posts under , tho 
Government in India include references to such person as the 

Ştato Government or the Central Government, as the case 
may be , may direct , and in any provision confcrring power 
to make iulcs prescribing the conditions of scrvice of persons 
gerving Government in a civil capacity in India , include 
referoncos to any person authorised by the Stato Govern 
ment or the Central Government , as the casc may be, to 
make rules for the purpose. 

( 3 ) The references in any Bongal Act or West Bengal 
Act as extended to Delhi to Ecrvants of or uncler, or to service 
of or under , the Central Government or the State Government 
or the State of West Bengal, to property of , or belonging to , or 
veeted in , the Secretary of State in Council or the Central 
Government of the State Government or the State of 
Wont Bengal and to forfitures to the Central Go : ernment 
Governniant or the State Gotari ment or the State of West 
Bengal, shall be construed as reference Terpectively to 
persons in the service of the Government, to the scrvice of the 
Government, to property veated in the Government, in to 
forfeitures to the Government . 

GENERAL RULES OF CONSTRUCTION 
8 . ( 1) Where any Bengal Act or West Bengal Aot is not 

West Bengal AOTIB nou operation of 
expresscd to come into operation on a particular day , - Bengal and 
( a ) in the care of & Bengal Act or a West Bengal Act West Bengal 

made hafore the commencement of the Constitu - Aota. 
tion , it shall come into operation , if it is an Act 
oi tho Louislature , on the day on which the assent 
thereto of the Governor the Governor -Gonoral or 
His Majesty, as the case may require , io first 
published in the Official Gazette , and if it is an 
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Act of the Governor of Bengal, on the day on 
which it is first published as an Aot in the official 
Gazette ; 


(6 ) In the case of a West Bengal Act made aftor tho 

commencement of the Constitution , it shall come 
into oporulion on the day on which the angent 
thereto of iho Governor or the President, as the 
Caro may require , is first published in the Official 

Gazette . 
(2 ) Unless the contrary is expressed , & Bergal Aot or 
West Bengal Aot shall be construed as coming into operation 
immediately on the # xpiration of the day preceding its 
commencement . 


hy . In this Aot, and in overy Bengal Act or West Bengal 
Printing of 
date on 

Act made after tho commencement of this Act , the dato of 
which Aot such publication as is mentioned in section 6 , shall bo prin 
1 published ted above the title of the Act, and shall form part of the Act . 
after bay 
Ing rooeived 
tho eagent 
of the 
Governor , 
Govornor 
General 
or His 
Majuaty . 
Effeot of 

8 . Where this Act , or uny Bongal Aot or West Bangul Act 
гepeal , 

as extended to Dolhi made after the commoncom nt of this 
Act , repoаly any enactment hitherto invls or h - rauftor to be 
made , then , unless a dillerent intontion appiars, the repeal 
shall not 


(a ) rovivo anything not in forog or oxisting at the timo 

at which tho ropoal lalche elloct ; ou 


(b ) affect the providus operation of vry enlletrnynt go 

repealed or wything duly dono or suitoral thora 

under , or 
(c) affect any right , privilege , obligation or libility 

acquired , accrued or invurrod under any oulotmont 

30 repoaled ; or 
(d ) affect any ponalty , forfoiture or punishmont in . 

curred in respect of any offence committed against 
any enactment so repoalod ; or 


(e ) affect uny investigation , legal proceeding or remedy , 

in respect of uny such right, privilege , obligation , 
liability , penalty , forfeiture or punishment as afore 
said ; 


and any such investigation , legal proceeding or remedy may 
be instituted , continued or enforood , and any such penalty , 
forfeiture or punishment may be imposod , as if the ropcaling 
Act had not been passed . 
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8A , Where any Bengal Act or West Bengal Act as ex . Repeal of 
tended to Delhi made after the commencement of this Act Aot making 
repeals any enactment by which the text of any former en - tes 

camendinant 
actment was amended by the expross omission , insertion or in 

mer 
substitution of any matter , then , unlegg a different intention Aot . 
appears , the repeal shall not affoct the continuance of any 
such amendment made by the enactment go repealed and in 
operation at the time of such repeal, 
9 . (1 ) In any Bengal Act or West Bengal Act as extended Hovi 

repealed en 
to Delhi, ma lo aftor the commencement of this Act it shall be 
necessary, for the purpose of roviving , either wholly or parti 
aly, any enactment wholly or purtially repealed , cxpressly 
to state thut purposo . 

( 2 ) This section applies also to all Bengal Acts made 
between the first day of June, 1867, and the commencement 
of this Act . 

10 . Whore this Act, or any Bengal Act or West Bengal Construotion 
Act as extonded to Dolhi, maco after the commencement of 

in the common namontuf of reforences 

rente 
this Act , repeals and ro -0 .11ots with or without nodifica - enactment to 
tions, any provision of a furminer onartment, then roferences 
in any other enartmont ou in any instrument to tho provision 
80 repealel ghall, unless a difforent intention appeurs , be 
constriced as references to the provision so re -enwoted 

11 . In any Bengal Act or West Bengal Act as extended or 
to Delhi, made after the commencement of this Act , it shall termination 

71 ment and 
bo sufficient, for the purpose of excluding the first in a scries of of time . 
days or any othor period of timo to use the word “ from " , 
and, for the purpose of including the last in a series of days on 
any other period of time, to use tho worel “ to ” . 

12 . Whore , by any Bengal Actor West Bengal Act as Computa 
extendod to Delhi, made after t ? o commcnocmont of this Aot , to of 
any not or procercling is directed or allowod to be dono 
or taken in any Court or office on a cortain day or within a 
prescribed period , then iſ the Court or office is closed on that 
day or tho last day of the prescribed period , the act or pro 
ccccling shall be considored us done or taken in due time if it is 
done or taken on tho next day afterwards on which the Court 
or office is open : 

Provided that nothing in this section shall apply to any 
IX of 1908 . act or proceeding to which the Indian Limitation Act , 1908 , 

Applius . 


men00 


13 . In the measurement of any ciutanio for tho purposes "TA 

ALLAura 
of any Bencul Act or West Bengal Act as extended to Delhi mon or 
mado after the commencement of this Act, that distanco shull, 
unlogy & difcroni, intontion ppeurs , be measured in a 
straight line on a horizontal plano . 

14 . In all Bongal Acts and West Bengal Acts us extended Gender and 
in Delhi unless there is anything repugnant in the subject or bumbor. 
to context , - 
( 1 ) wordls importing the musculine gendor shall be taken 

to include fimales ; and 
( ?) worly in the singular shall include the plural and 

vice versa . 
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POWERS AND FUNCTIONARIES . 
Powers 

16 . Whero , by any Bengal Act or West Bengal Act 28 ex 
oonferred 
to be 

tended to Dali, mado afior tho commencement of this Act , 
berole any power is conferred then , unless a different intention 
able froin appears that power muy be exercise d from time to time as 
time to occasion requires . 

me. 
Power to 18 . Where , by any Bengal Act or West Bengal Act As 
Appoint to extended to Delhi, a power to appoint any person to fill any 
Inolude 

office or execute any function is conferred , then , unless 
power to 

it is otherwise exprovly provided , any such appointi ent if 
eppoint 
00 - ofioio . it is made after the commencement of this Act , may bo 

made either by naie or by virtue of offico . 
Power to 17. Where , by any Bengal Act or West Bengal Act as 
appoint to extended to Dellui , a power to make any appointment is 
inolude conforted , then , unless a different intention appoars , the au 
power to 
TUpend 

thority having power to make the appointment shall also 
ar diamias. havo power to suspend or dismiss any person appointed by it 

n excrcise of that power. 
Bubstitu - 18 . In any Bongal Act or West Bengal Act as extended 
tion of 

to Delhi, mado after the commencement of this Act it shall be 
fugotiopar 
leo . 

sufficient , for tho purpose of indicating the application of a 
law to every person or number of persong for the time boing 
executing the functions of an office , to mention the official 
title of the officer at present oxecuting the functions, or that 
of the officer by whom the functions are commonly exccuted . 

19 . In any Bengal Act or West Bengal Act as extended to 
Buo 
oepboro . Delhi, mado after the commencement of this Act it shall be 

sufficient, for the purpose of indicating the relation of a law 
to the succeears of any fiynctionaries or of corporations hav . 
ing perpetual succession , to express its relation to the func 
tionaries or corporations, 


Official 


Aubordi. 
Daten . 


20 . In any Bengal Act or West Bengal Act an extendod 
to Do]hi, made after the commencement of this Act it shall 
be sufficient , for tho purpogo of oxpressing that a law rela 
tivo to tho chief or suporior of an office shall apply to the 
depution or suborclinutoa lawfully perforining the duties of 
that office in the placo of thoir supurior, tu proporibs tho duty 
of the suporior . 


PROVISIONS AS TO ORI)IRS , RULES , ETO ., MADE ONDER 

ENACTMENTS 


truo 

0 - 21 , Whero , by any Bengal Aot or Weat Bongal Act As 
tion of 
ordern , eto .. extonded to Delhi, a power to issue any order , scheme , rule , 
igaued under by - law , notification or form is conferrod , then expiruesiong 
Bergul or used in tho ordor, schemo, rule , uy - law , notification or forin , 

bogel if it is made after the commenermont of this Act , whall, 
ots GA 
tended to unless thore is anything ropugnant in the subjoct or context, 
elhi. have tho same respectivo moanings as in tho Aot conforring 

the power. 
Power to 
Inoue to in 22 . Where , by any Bongal Act or West Bengal Act as 
oludo powor extended to Delhi, a power to iskur orders , rules , by-laws 
to add to, or notifications is conferred , then , that power includes a 
ond , 
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power , Oxorcisablo in tho liko mannor and subjnct to the vary or 
liko sanotion and conditions (if any ), to add to , Amond, ro - cind 
vary or roscind any orders , rules, by- laws or notifications so ordert 
issued . 


GO 


Ꮎ10Ꮎ 


23 . Whore , by any Bengal Act or Wost Bengal Act as Making of 
extonded to Dolhi, which is not to como into oporation im - rulou or 

To by - law . 
mediately , a power is oonfurred to make rules or by- laws, 

mako rules or by law and issuing 
or to igsuo ordars with rospect to the application of the Aot , of ordors 
or with raspaot to tho ostablishinent of any Court or Offion , botwood 
or thu appointment of any Judgo or officor thereundor, or pe king and 
with rospect to the porson hy whoin , or the time whon , or 

* mentj of 
tho placo whore , or thomanner in which , or the foes for which , Bengal or 
anything is to be done under the Act, 

Went Bengal 

Act , 85 0x 
then that power may bo exercised at any timo aftor the tended to 
extension of the Act to the Stato of Dolhi, but rulna , by -laws Delhi. 
or orders so mado or issued shall not tako effect till the com 
mencoment of tho Aot . 

24 . Where, by any Bengal Act or Worst Bengal Act as Provi iona 
extondod to Delhi, a power to make rulos or by - laws . is Applicable 

w to making 
expressed to be givon subject to the oondition of tho rulon of 

of rulos of 
or by - laws being made aftor previous publication , thon tho by -laws 
following provisions shall apply, namoly : 

efter 

previous 
( 1 ) the authority having powor to make thn rulosor by - publiostion . 

laws shull, before making them , publish a draft 
of tho proposed rulog or by -laws for the informa 

tion of persons likely to bo affectod theroby ; 
( 2 ) the publiontion shall bo mado in auch manner as 

that authority dooms to be sufficient , or , if the 
condition with respoot to provious publiontion so 
roquiros , in such manner as the Government 

conoorned prescribes ; 
( 3 ) there shall be published with tho draft a notion 

spacifying a date on or after which the draft will 

be tuken into consideration ; 
( 1 ) the authority having powor to make tho ruloo or 

by - laws, and , whors tho rules or by - laws are to 
bo rado with tho sanction , approval or con 
ourronoo of another authority , that authority 
also , shall consider any objoction or suggostion 
which muy be revoived by the authority having 
power to make tho rules or by -laws rom any 
porson with rospoot to tho draft beforý the dato 

80 spocified ; 
( 5 ) tho publication in the Official Gazotta of a rule 

or by - law purporting to havo buon mado in exor 
cise of a power to make rulos or by -laws after 
provious publication shall be conclusivo proof 

that the rule or by -law has been duly made . 
25 . Whoro any enuotmont in , aftor the oommoncement Continua . 
of this Aot , repealed and ro -onaotod by a Bengal Act or West tion of 
Bengal Aotus extended to Delhi, with or without modification orders, eto .. 
then , unless it is othorwise expressly provided , any appoint- on 

+ i -Buod uudor 
mont, ordor , schomo, rule, by -law , notification or form repealed 


ats 
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Provision 


27. Where an act 


28 


W 


and re made or issued undor the ropoaled anaotment shall , so far 
nacted . 

as it is not inoonsistont with the provisions ro -enacted , conti 
nue in force , and be doomod to have boon made or issued 
undor the provisions so ro - enacted , unless and until it is 
superseded by any appointment, order , scheme, rule , by 
law , notification or form made or issued under the provisions 
80 re - enaoted . 

MISCELLANHOU ! 
Recovery 26 . Soctions 63 to 70 of tho Indian Penal Code, and the Aọt XLV of 
of fines. 

provisions of tho Code of Criminal Prooedure for the timo 1800 . , Aot 
bomg in foron in relation to tho inquo and the execution of V of 1808 . 
warrants for the levy of fines shall apply to all fiues impo . 
sod under any Bengal Act or Wost Bongal Aot an extendod 
to Delhi or any rulo or by -law mado undor any Bongal 
Aot or Wost Bengal Aot as extended to Dolhi unless tho 
Aot , rulo or by-law contains an express provision to tho 

contrary . 
as to 

27 . Whero an act or omission constitutos an offonoe 
offopoos under two or mor ) on & otinonts, then tho offendor shall bo 
punishable liablo to bo prosocuted and punished under either or any of 
under two thog0 onaotmouts , but shall not be liable to be punished 
or more 
enaat . 

twice for tho suino offence . 
ments. 
Meaning 28 . Whero any Bongul Aot or Wont Bengal Act as ox 
of service tonlod to Dolbi, mado after the commencoment of this Act 
by post . 

Authorizos Or requires any documont to be servod by post , 
whetlior tho expression " Herve ” or either of the oxprossions 
“ give ” or “ sond ” or any other expression is uyod , then , 
unlops a differont intention apucars , the servico shall be 
cleemed to bo effooted by proporly ad «Irossing , prepuying 
and posting by registered post , a lotter oontaining tho docu 
ment , and , unl. 49 the contrary is provod , to havo been effoct . 
ed at the tin at which the letter would be delivorod in the 

ordinary course of post , 
Citation 29. (1 ) In any Braval Art or Wost Bongal Act As ex 
of on tot tyndod to Delhi, and in any rule , by -law , instrument or 
monts . 

dooumont maile under , or with reference to any Bongal Act 
or Wat Bongal Antas Axtondod to Dolhi, any onuotmont 
may ba citod by riferior to the titlo or short titlu (if any ) 
conforrud thoroon or by rofurongo to the numbor and yoar 
thoroof , and any provision in an enactment may be oited 
by moforanoo to the Suction or sub -soction of the enactmont 
in which tho provision is contained . 

( ) LIL this Act , and in any Bungal Act or West Bongal 
Act 24 Axtindo to Dlhi, made after tho commenoomont of 
this Act , a description or vitation of a portion of another 
onactmont shall , unlons a different intontion appoats , bo 
construod us inoluding the word , soction or other part 
montional or referred to as forming tho boginning and us 
forming tho oud of the portion comprised in the description 

or oitation . 
Saving for 30. Wher ) any Aot , rule or by -law made after the oom 
- previous 
AotsRules 

out . onoomont of this Act continues or annonds Any Acts , 
nd by low rules or by - lawy mado before tho cominonoomont of this Aot , 

the foregoing Avotion of this Art shall not by reason muroly 


Bo 
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of such continuance or amendment affect the construction of 
suoh Acts , rules or by -laws. 

31 , The provisions of this Act shall apply : 
(a ) in relation to any Eastern Bengal and Assam Aott 

Applloation * 
as in force in West Bengal and any rogulation Bongal and 
made by tho Governor under section 92 of the Assam Aota 
Govornment of India Act, 1935 , as they apply and Ordia 
in relation to Bengal Act or Wont Bengal nanoes andy 
Act as extended to Delhi made by tho Provincial tione . 
Logislature , and in relation to any Ordinance 
promulgated by tho Governor of Bongal under 
section 88 or section 89 of the said Aot or by the 
Governor of West Bengal undor soction 88 of the 
said Aot , as they apply in relation to a Bongal 
Aut made under the said Aot by tho Governor ; 


and 


(b ) in relation to any Ordinance promulgated by tho 

Covornor under article 213 of tho Conatitution or 
any regulation made by the Governor under 
sub -paragraph (2 ) of paragraph 5 of tho Fifth 
Schodule to the Constitution , as thoy apply in 
rolation to a West Bengal Aot as extended to 

Delhi, mado by the State Legislature : 
Provided that clause (6 ) of sub -section ( 1) of section 

6 of this Act shall apply to any Ordinance 
referred to in clause (6 ) as if for tho referenco in 
the said clause (6 ) of sub -section ( 1) to the day 
of the first publication of the ansent to an Act 
in the Official Gazette thrro wore substitutcd a 
referenco to the day of the first publication of 
the Ordinanoe in that Gazette . 

(No. 20 /3 /51 - Judiojal. ) 

H , V . R . IENGAR , Secy 
New Delhi, the 1st June 1951 
S . R . O . 883 . - In exercise of the powers conferred by section 27 of the Indian 
Arms Act , 1878 (XI of 1878 ) the Central Government hereby directs that the fol 
owing further amendment shall be made in the Indian Arms Rules , 1924 : 

In the said Rules 

In tho table annexed to Schedule I the following entry shall be added at tho . 
ond , namely - 
" & . Tho Princo of Ditto , The exemption shall bo bubject to 

Ditto , 
Aroot . 

(a ) the orders of tho Central Covornmont 

regarding tho numher of retainers and 
tho quentity and defcription of arm 
end ammunition to be permittod , 
the purposes for whioh huoh AFINA 

insy bo carried , and 
6 ) the annual registration of rotainora 

weapons exemptod , thio number and 
description only being specified . 

[No. 9/ 70 / 60 - Police (1). 
U . K . GHOSHAL , Dy. Seoy 
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CORRIGENDUM 


New Delhi, the 1st June 1951 


S . R .O . 884. - In tb4 anni xuru to tht notification of the Govornment of India 
in the Ministry of Hono Afflig No. S . R . O . 015 , ditod tho 28th April 1951, pub 
lished in th : Gazetto of Indu Extraordinary , Part II , Suction 3, dated the 28th 
April 1951, at the end ofgolion 16 of the Bungal Finanoo (Sales Tax ) Aot, 1941 
(Bungal Ant VI of 1911) az oxtulud to th » Staty of Dolhi, the following shall bo 
noerted : 

‘ ha shall within the proscribed timo inform the prosoribed authority apoor 
dingly ; and if any suoh doalor diny , his logul roprosentative shall in like manner 
inform the said authority .. 

[No. 21 /3 /50 - Judl.) 
R . N . PHILIPS , Dy. Sooy . 


MINISTRY OF EXTERNAL AFFAIRS 


New Delhi, the 31st May 1951 


S . R .O . 965 . - - The following draft of a further amondment to the Indian Emigra 
tion Rules, 1923 , which it is propo39d to mako in exeroise of the powers conforred by 
Sootion 24 of th Indian Enigration Act , 1922 (VII of 1922), is published as raquirod 
by sub - 30ti01 ( 1) of th said notio . for th : informztion of all p -13008 likely to be 
affootad theraby and notioe is hyroby givon that tho draft will be taken into con 
sideration on or after the 2nd July 1951 . 

Any objeotion or suggostion which may be roooivod from any person with respeot 
to the suid draft before the date spoed will be considerad by the Contral Govorn 
mont . 


Draft Amendment 


In the said rules 
to sub -rule (3) of rule 63 , the following proviso shall b ) adiled , namoly : 

" Provided that any such applioation for renewal of a lioenoo may be entertained 
during thosid poriod of two months on payment of twice the foo loviable under this 
rule " . 

[No. 273 M ( E ).] 

S . N . HAKSAR , 
Controller General of Einigration ant 

Joint Secretary . 


MINISTRY OF STATES 

New Delhi, the 4th June 1951 
S . R .O . 886 . -— Io pursuance of sub -clau90 (d ) of clause ( 10 ) of section 3 of the 
General Clauses Aot , 1897 ( X of 1897 ) the ContralGovernment hereby appoints the 
Chief Commissioner of the Stato of Tripura to be the Chief Controlling Revenue Au 
thority within that State for the purpose of the Indian Stamp Aot, 1899 (II of 
1899 ) , 

[No. 120 - J.) 
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New Delhi , the th June 19.51 
S . R . O . 867. - In exerrine of the powers conferred by secton 2 of the Part C 
States (Lawy) Act, 1950 (XIX of 1950 ), the Contral Governmunt horeby extends to 
the State of Bilaspur the Unilal Provinces Romoval of Soil Disabilities Act, 1947 
( The United Provinces et XIV of 1947 ) as at presont in force in tho State of Uttar 
Pradesh subject to the following modifications, namely :- - 

1. In section 1, 
(i) in sub -section (2 ), for tho words “ Uttar Pradesh ” the words " the Stato 

Bilaspur " shall be substituted . 
(ii) for Aub -section ( 3), the following shall be substituted , namely : 

" ( 3 ) It shall como into force at once " . 
2 . In section 2, 
(i) for clause (c), the following shall be substituted , namoly : 

" (c ) Chief Commissioner means the “ Chief Commissioner of Bilaspur " 
( ii ) for clause (d ), the following shall be substituted , namely : 
“ (d ) “ Schoduled Caste " means a Scheduled Caste montioned in the Şohe 

dulo horoto Annexed ." 
3. In sub -clause (a ) of clause (c) of section 3 , after the word " watering ” , tho 
words “ or bathing ” shall be inserted . 

4 . In section 7 for the words " State Government " the words " Chief Commis 
sioner " shall be substitutod . 


SCHEDILE 


1. Chamar ( Shoe -makers ) 
2 . Julah (Weaver ) 
3 . Chubro 
4 . Hosi ( Turi ) 


6 . Dumno ( Bhanjre ) 
8 , Chhimbe (Dhobi) 
7 . Bangali . 
8 . Ghai ( Syce ). 


9 . Sarebdo . 
10 . Kamboh 

(Kamboh Tailors ) 
11 . Daule . 


Annexure 


The United Provinces Removal of Social Disabilitios Aot , 1917 ( The United 
Provinces Aot XIV of 1917 ) as modified by this notification , 


THE UNITED PROVINCES REMOVAL OF SOCIAL DISABILITIES ACT , 

1947 

U , P . Aot No . XIV OF 1947 
( Passed by the United Provinces Legislative Assembly on April, 25 , 1947 , and the 

United Provinces Legislative Council on May, 26 , 1947.] 
(Received th : $ 987t of the Governor of the United Provinces on June 28 , 1947 , 

Under Hestion 75 of the Government of India Aot , 1935 , and was published 

in the United Provinoes Governmont Gazette , on July 12 , 1947 .) 
An Act to provide for the removal of certain social disabilities of certain classes of 

Hindus. 


WHEREAS it is expedient to provide for the romoval of ourtain gooial dig 
abilities of certain classes of Hindus ; 
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It is hereby enacted as followe : 

1 . Short title and eatint. - ( 1 ) This Act may te called “ the United Province 
Removal of Social Disabilities Act, 1947." 

(2 ) It extends to the whole of the State of Bilaspur, 
(3 ) It shall come into force at once . 


2 . Definitions. In this Act, unless there is anything repugnant in the subject . 
or context 


(a ) “ placo of publio amusement ” means any place , enclosure , building, tent, 
booth , or other erection , whether permanent or temporary , where music , singing, 
dancing or any diversion or game, or the means of carrying on the same is provided 
and to which the public are admitted on paymont of money or otherwise and in 
oludes à race-course , circus, theatre , cincma hall, music hall , billiard -room , bagatello 
room and gymnasium ; 


(6 ) " place of public entertainment ” means any place, whether enclosed or 
opon , to which tho publio aro aclmitted , and where any kind of food or drink in 
supplied for consumption on the promises for the profit or gain of any person owning 
or having an interest in or managing such place ; and includes a refreshment room 
eating -house, coffee- house, bourding -house , lodging house and hotel ; 


(c) “ Chief Commissioner " means the " Chief Commjøsioner of Bilaspur " . 


(d ) " Scheduled Casto " means a Scheduled Caste mentioned in the Şohodul 

hereto annexed . 


3 . Removal of disabilities.- No pcieon e all , notwithstanding anything con 
tained in any instiument or any custom or urage to the contrary ,- - 


(i ) prevent any person merely on the ground that he belongs to a Scheduled 
Caste from , 


(a ) having access to , using or enjoying any river, stream , well , tank , cistern , 

wator tap or any other watering or bathing place, any sanitary con 
vonience , any road , street or pathway or any oremation ground whick . 

is open to other Hindus ; 
(6 ) using or enjoying at any time or place the facilities of any publio oon . 

voyance , or any means of conveyanoe which other Hindus havo 
right to use ; 


(c ) having aocess to or enjoying the advantages, facilities and privileges of 

any place of publio amusement or public entertainment, any educa . 
tional institution , any hospital or dispensary or any other building 
or place used for public or charitable purposes which is open to other 
Hindus ; 


(d ) having access to any publio temple or enjoying the advantages facilition : 

and privileges of any such temple to the extent the same are avalanla 
to other Hindus and subject to such conditions and the observanom 

of such ceremonies as may be customary to the templo ; 
(e ) holding any public office or carrying on any business, trade or oocupa 

tion ; 
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( ii ) refuse to ender to any person merely on the ground that he belongs to a 
cheduled Caste, any service which such porson ordinarily renders to other Hindus 
on he terms on which such service is rendered in the ordinary course of 
business ; or 

(iii ) compel any person belonging to a Soheduled as to labour Against 
he will of such person or maks him to labour without wages or on inarlequats 
wages ; 


(iv ) muke a bride or bridegroom belonging to a Scheduled Caste , alight 
from a dola -palki at any publio place , road or pathway or prevent such dola -palk 
from passing through any such place , road or pathway ; 

(v ) injure, annoy or interfere with a person , belonging to a Scheduled Casto 
in the exercise of his lawſul rights . 

4. Invalid conditions in a trust or endowment. - Where, whether before or after 
the commencement of this Act , any trust is created or any endowment made for 
Hindus generally , but not for any sect or class thereof, with a condition excluding 
a person belonging to a Scheduled Caste from deriving any benefit from such trust 
or endowment, the condition shall be void . 


5 . Cognizance by court. - No court shall in adjudicating any matter or exeou 
ting any order recognize any custom or usage, imposing any civil disability on any 
person morely on the ground that he belongs to a Soholuled Caste and no authority 
shall in carrying out the functions and duties entrusted to it under any law recognize 
any such custom or usage . 


6 . Penalty . If any person contravenes any of the provisions of this Act , any 
rule made or order pagsod thereunder , or abets any such contravention he shall, on 
conviotion , be punished with imprisonment which may extend to three months or 
with fine which may extend to two hundred rupees or with both , and in the case 
of a continuing offence, with an additional fine which may extend to 25 rupees for 
every day after the first during which the offence continues , 


7 . Rule -making power. — The Chief Commissioner may make rules for the pur 
pose of carrying out the provisions of this Act . 


Norh . For the Stateraent of Objects and Roagons , 800 the United Provinces Gazotto Er 
traordinary , dated the 7th January 1947, 


SOHEDULE 


1 . Chardar ( Shoo .makers) 
2 . Juleba (Weaver ) 
3 . Oh uhro 
4 , Hagi ( Turi) 


8 . Dumne ( Bhanjre ) 
8 . Chbimbo (Dhobi) 
7 . Bengali 
8 . Ghal (Syou ) 


9 . Sarehde 
10 . Kamboh (Kamboh 

Tailores ) 
11, Danle 


[No. 122 - J .] 


A . N . SACHDEV, Under Secy , 


100 G of I . 
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MINISTRY OF FINANCE 

INSURANOH 


New Delhi, the 1st June 1951 
S . R . O . 888 . - In exerciso of the powers confcrrcd . by the first proviso 
to Section 2C of the Insurance Act, 1938 ( IV of 1938 ), the Central Govern 
„ment is pleased to exempt the Blood Stock Sales and Service Limited , an insurer 
constituted in the Indian Duminion as a private company, from the operation of 
the said section for a period of one year only from the 1st June 1951, for the pur 
pose of carrying on Miscellancous Insurance business wthin the States . 

[No. Ins. A - 74 (1)/51.] 
B . K . KAUI, Dy Secy . 


New Delhi, the 4th June 1951 
S .R .O . 889 .- In exercise of the powers conferred by Section 63 of the Banking 
Companies Act , 1949 ( X of 1949 ), and on the recommendation of tho Reserve Bank 
of India the Central Government hereby declares that the provisions of Section 24 
of the said Act shall not apply to any banking company for a period of one year in so 
far as they 

(a ) require the inclusion of borrowings by the banking company from tho Im 

perial Bank of India in computing tho time and clemand liabilities in 

India of the banking company ; and 
(6 ) preclude the maintenance by the banking company of the amount spoci 

fied in that section in the form of approvec sccurities which are lodged with 
another institution for an advance or other crodit arrangement, such se 
curities being valued ut a price not excocding the current market price less 
the extent to which they have been drawn against or credit arrangemonts 
in regard to them have been availed of. 

[No. F . 4 ( 121 )- F . 1/51. ] 


CORRIGENDUM 
New Delhi, the 29th May 1951 


S . R . O . 870 , - 11 tho notificution No . F . 4 ( 93 ) - F . 1 /60), cated tho 20th April 
195 ) , publink at pruges A33 anal 634 of tho Gizelte of India , Part II , Section 3 , 
dated the 28th April 1951 

(i) For the oxisting itom III 1 roud 
" The footnotos in Forma I, IV , V , VI, VII , VIII, JX , X , XI, XII and XIII , 

in so far as they relato to Acouding States, shull be omitted . " 
(ii) In iton TII 4 (1) for the words , brackets and figures " 20 por cont. of 

A ( 3 ) . . . . . . " road 
[“ 20 per cent. of A ( 3 ) ] ” 

[No, F . 4 ( 93 )- F . 1. /51. ] 

S. K . SEN , Dy. Seoy . 
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MINISTRY OF FINANCE (COMMUNICATIONS) 

New Delhi, the 28th May 1931 
S . R .O . 8171. - The CentralGovernment hereby irects that the following further 
amendment shall be made in the Rules zur the guidance of Gepositors in the Post 
Office Savings Banks , namely : 

In the said Rules , for the Exception bel .w rule 4 , the following Exception shall 
be substituted , namely : 

" Exception . - This prohibition , however , dces not apply to the supply of infor 
mation to the Inocme- tax Authorities." 

[No. 4054 -C .I./51.] 
S . SANKARAN , Dy . Sec y 


CENTRAL BOARD OF REVENUE 


INCOME TAX 


New Delhi, the 30th May 1951 
S . R . O . 872 . The following draft of an anerdment to the Indian Income Tax 
( Provident Fund Relief) ( Central Board of Revenue ) Rules, 1930 , which the Central 
Board of Revenue proposes to make in exercise of the pe wers conferred Ly Chapter 
IX - A and Section 59 of the Indian Income tax Act , 1922 ( XI of 1922) is published 
for the information of all persons likely to be affected thereby and notice is hereby 
given that the said draft will be taken into consideration on or after the 2nd July 
1951 . Any objection or suggestion which may be received from any person with 
respect to the said draft before the date specifiod will be considered ly the said 
Board . 

Drcft Amendment 


In Rule 7 of the said Rules for the letters and figures Rs. 1500 the letters 
and figures ‘ Rs. 3 ,000 shall be substituted . 

[No . 48) 


New Delhi, 31st May 1951 


S . R . O . 873 . - In pursuance of sub - secticn ( 4 ) cf secticr 5 of the Indian Income 
tax Act , 1922 (XI of 1922 ) , the Central Board of Revenue directs that the following 
further amendments shall be made in the scl.elule appendod to its notification 
No. 32- Income- tax , dated the 9th November 1946 , namely : 

In the said Schedule 
Under the sub -head I - Madras and Mysore - 
(a ) After entry (19 ) Kolar under Maclras A Range , the entry ( 20 ) 

Coorg shall be added . 
(6 ) The entry " (7 ) Coorg under Coimbatore Range shall be deleted and the 
entries " (8 ) ” and “ (9 ) ” shall be renumbered as “ ( 7 ) ” and “ (8 ) " . 

[No . 49 , 
S . P . LAHIRI , Secs .] 
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MINISTRY OF COMMERCE AND INDUSTRY 

CENTRAL THA BOARD 

New Delhi, the 30th May 1951 
S . R .O . 874 . - In exorcise of tho powers conferred by soction 10 of the Central 
Tea Board Act , 1949 (XIII of 1949), and after consultation with the Contral 
Tea Board , the Central Government herely makes tho following rules , the sume 
having been previously published as required by sub-section (1) of thosaid sectione 
namely : 

THE CENTRAL TEA BOARD ( LABOUR WELFARE ) RULES , 1031 
1. These rulos may be called the Centrul Tea Board ( Labour Welfare ) Rul 


1951 . 


2 . The Board may allocate such sum of money as it may consider doslrablo 
for tho welfare of libour employed in the tea industry . 

[No. 310 (1) Toa /50.] 


TĦA CONTROL 

New Delhi, the 4th June 1951 
S . R . O . 878 . - In exercise of the powers conferred by sub -soction (2 ) of section 4 
of the Indian Tea Control Act, 1938 (VIII of 1938 ), the Central Government on 
the recommendation of Dooars branch of Indian Tea Association , hereby nomi. 
nate Mr. N . B , Haggart of Sam Singh Tea Estate , to fill the vacancy on the Indian 
Tea Licensing Committee caused by the resignation of Mr. G . Carlton . 

[No. 213 (1)-Plantation ( Tea)/81.] 

M . R . A . BAIG , Dy. Seoy . 


Niw Delhi, the 1st June 1951 
S .R .O . 876 , - In exercise of the powers conferred by section 4 of the Supply 
and Prices of Goods Act , 1950 (No. LXX of 1950) and in modification of the lato 
Ministry of Industry and Supply notification No . S . R . O . 800, dated the 2nd Septem 
ber , 1980 in so far as it relates to the fixation of maximum price of Cow and Gate 
Milk , the Central Government hereby fixes the following schodulo of maximum price 
for the said type of infant s food . 


SCHEDULE 
Goods 

Maximum retail price whloh may be 

charged to & confuner 
Cow and Gate Milk 

Ro. 4 -4 .0) per 1 lb . tin . 
Cow and Gate Milk 

Rs. 8 - 4 -0) per 9 lb . 

(NO. PC -4 (1)/50 . ] 
New Delhi, the 9th June 1951 
S .R . O . 877. - In exercige of tho powers conferred by soction 3 of the Essential 
Supplies ( Temporary Puwers ) Act , 1946 , the Central Government hereby directs 
that the following further amendments shall be made in the Cotton Textile 
( Control ) Order, 1948 , namely : 

In clause 28 of the said Order 
( a ) after sub -clause (4 ) the following sub -clauso shall be insortod , namely : 

" (4A ) No person , other than a produrer , dealer or a person referred 
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to in sub -clause (2), shall at any time have in his possession a qua n 

tity of yarn cxceeding 10 lbs." 
(6 ) in sub - clause (5 ), for the words, figures and brackets " sub-clause (2 ) 

and (3 )," the worde, figures and brackets " sub -clauses ( 2 ), (3 ) and 
(4A )" shall be substituted . 

[No. 9 (4 )-CT/51- 5 . ] 
S . K , DATTA , Dy . Socy . 


New Delhi, the 9th June 1951 
S .R .O . 878 . - - In exorcise of the powers conferred by geotion 3 of the Drugs 
ontrol) Act , 1950 (XXVI of 1950 ), the Central Government hereby directs that the 
Tullowing further amendments shall be mado in the notification of the Government 
of India in the late Ministry of Industry and Supply No. I(IV )/ 1-Drugs, dated 
the 3rd October 1949 , namely : 

In the Schedule to the said notification 

(1 ) To the entries under the heading " IMPERIAL CHEMICAL INDUSTRIES 
( INDIA ) LTD ., " the follow in , entries shall be added , namely — 


Penicillin preparations 
* Avloprooil brand of Procaine- Penioillin Oily Injection ( 300 ,000 iu . Penicillin and 
120 mgm . Proquine base per o . o .) 

Vials of I co, Singla and in containers of 10 vial. 
Distaquaine G Crystalline Penicillin G Procaine Salt - Distillers Company ( Biochemi. 

cals ) Ltd ., U . K . 
Vials of 0 . 3 meg : unite . 
Distaquene Fortified Crystalline Penicillin G Procaine Salt - and Potassium Salt 

(Buffered ) - Distillers Company (Biochemicale ) Ltd ., U . K . 
Vials of 0 . 4 m . u , 

Vials of 1 . 2 m . u . 
(2 ) To the entries under ihe herding “ MARTIN & HARRIS LTD ., CAL . 
CUTTA ., the following ontry shall be added , narnely: 

Ascorvel (Vitamin C ) 

100 mg. box of 6x 2 , 0 

(manufactured by the Vitamins Ltd ., London ). 
( 3) To the o - tries under the heading “ THE UPJOHN COMPANY , US A ” , 
the following entry shall be addod , na nely : 

Vitamin E . Cono , Apguleg 
50 mg. bottles of 1000 s . 

[NO . PC -1 (2 )/50 ]. 
P . S. SUNDARAM , Under Secy . 


MINISTRY OF NATURAL RESOURCES AND SCIENTIFIC RESEARCH 

New Delhi, the 29th May 1951 


8 . R .O . 879 . - In exeroiso of the powors conferred by footion 5 of the Mines and 
Minerals (Rogulation and Dovelopment) Act , 1948 (LIII of 1948 ), the Central Go 
vomment horoby directa that the following amendments shall be mado in tho 
Mineral Concession Rules , 1949, namely — 

In the said Rules , aftor rule 59 the following rulo shall be inserted , namely — 

" 60 . Saving . — Nothing in these rulol shall apply to search for minerals at 
the surface , not involving any substantial disturbanco of the soil by the digging 
of pits , tronches or otherwise ." 
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" Explanation . - Tho chipping of outerone with a goological Himmar for pups 
pojo of ta sing sumu ! :s shall not had m d to holybitinval d14618bcn of ti 


80il » 


[ No . M . II -157 ( 108 )]. 
T . GONSALVES , Dy. Sery . 


Central Electricity Board 


w Delhi,the 3C Bourd hereby . 2015, dlatedudany ,the 


S .RO 880 — Tho Contral Electrigity Bourd hereby diroets that the following 
amondmout shall be mado in its Notifioation No. S . R . O , 205 , dated the 16th Feb 
ruary , 1951 published in the Gazette of India Extraordinary on Saturday, the 17th 
February, 1951, namely S . 

In tho preumblo to the said Notification for the words and figures " 31st May 
1951 " the words and figures " 30th June, 1951 " shall be substitutod . 

[No. EL. II - 203 (12 ).] 

H . KHORANA), 
Secretary , Central Electricity Board . 


MINISTRY OF HEALTH 

New Delhi , the 28th May 1951 
S . R .O . 881 – Ti e following craft of fut) ei amendments to the Drugs Rules 
1945 , which it is proposed to make in exorciso of the powers conferred by Seotion 12 
of tho Drugs Act , 1940 (XXXIII of 1940 ) , is publichad 14 required by the sail section . 
for tho information of oll Parsons likely to hr efforteri thore by rund notice in horeby 
given the the reſt will be tokon into considontion on or after the 1st Septomber 
1951. Any oljoctions or suggestions which meg: ho received from pny person in 
rospect of tho anic droft before tho cl» to specific will be considered by the Contral 
Governini ent. 

Droft Amendments 
In tho soil rulos , oftor rulo 30 tłe following rule shyll bo insertad , naincly : 

“ 30 - A . Prohibition of import of certain drugs. — No Irug , the menufacture, 
sale or distribution ( if wl_ irl in restrictor orjir hil itd in t ] corutig of origit ! , slall 
bo importod undor the sn0110 or incor any othor, ,,.no except for the purpose 
of exarui : tion , tost vr - [xlysis ." 

[No. F . 1- 20 /51 -1 . 8. ) 
New Delhi, the 31st May 1951 
S . R . 0 .882In pursuance of sub - sections ( 1 ) anı (2 ) of gootion 7 of the Drugs 
Act , 1940 ( XXIII of 1940 ), the ContulGoverninant hereby diroots that tho follow 
ing furthor hinondmont shall bo made in the Notifioation of tho Govornmout of 
India in the Ministry of Health , No. F . 1 - 3 /47 - D ( IT ) clated the 13th Soptemborg 
1 948 , oon t tuting tho Drugs Convultativn Committva , namoly : 

In the said notification , 

(a ) for tho heading ‘Noiminated by Provincial Gcrrlaments the brucing no . 
minutid hy Stato Governments Ahull ho substituted , and 

(6 ) for Hitry " (4 ) Dr. J. Misquitta , 1). P .II., Assistant Drugs Controllor, Uttar 
Pracosh ” , under tho heading As so amondul the following entry shall be sube. 
titutod , namely : 
" (4 ) Dr. B . D . Wadhwa , 1).P . H ., Agsistunt Drugs Controller, Uttar Pradesh " . 

[No. F . 4 . 1 /81-DS.) 
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New Delhi, the Ith June 1971 
SRO 893. - In ecrise of thep ur until 1,1 ) it by Sootion 10 of 
tho Prarniry Art of 1918 , tho Phirm by Coutil uf In ti with the approval of the 
Central Goviniment, 1119 mide the following Rigulations to be called , the 
Education Regulations for Diploma in Pharmacy ( Dip . Pharm ) presoribing the 
minimum standard of cilucati m and examinatia requirod for qualification es 
a pharmacist : 
Minimum qualification for admission to the Course : 

1. Any person , who wishes to be almitted as a stu lent to tha “ ure of train 
ing for Diploma in Parmy , hull pro luoo ti thu Had of tho Institution ima art . 
ing thi , training in stocordance with the Efluoation Regulations, evidonce of having 
passod : 
( a ) Matriculation Examination or a High School Examinution or a Spoon 

dary Sohool Leaving Certifioate Esaidination , with Sciende as ono of 
the subjocts, of a recognised Indian University or a duly constituted 

Board or 
(b ) Any other examination nocopted by the Paarmioy Council of India as 

equivalent to any of tho abovo examinatio 19 . 
Duration of the Course : 

2 . The course of aca lemio training shall be of two yoara duration , with a 
minimum of 180 working days of 5 hours orci por yuar , inolu ling sayyional HX 
minations, followed by a practical training of not loss than 750 hours coverod in 
not loss than three months, 
Courses of Study : 

3. The first year and the socond year courses shall include the respective sub 
joots as given in the Table bolov : the number ofhurs to bu deystod tu oach sub 
ject for its teaching -lecturo and practical, shall bont love thin t lut noted against 
it and the detailod Syllabus of oarh subjent shall by at least is that givon in Appen 
dix A . 
First Academic Year : 


Subjects to be tatlight 


No . of 1107484 No of hou109 
of 140 To of Practical 

work 


10 


250 
100 


Tuo" ganic anl Plicnl ( heini-- ry 
Ormia ( 11911111r . 
Plavsics 
Botany 
Zoology 
Enylista 


100 


25 


La19 


370 


125 


Second Academic Year : 


Suljo. 4 to be tulpight 


No . of hora No . of lorg 
Olly ILTA of Practical 

work 


100 


--- - - - - - - - - - - 
General Pharmacy 
Dipontin Thorinacy 
ForenzoP inoy 
Pharinacrutical Cuomistry . 
Pharmacognosy 
Ann omy, Tavviolozy. Parinacology and Iyyiano 


76 
00 


. 


63 


3.37 


595 


N . B . -Eoch / Ollie ho ir ünil prac -ir . 110 ir shall consist of Ac- ual teaching or practical 
works axlan ling over a perio l of no loss than 5 ) ininutos . 
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4 . For the first five years from the date these Regulations take effect , phar 
nacists practising for not less than two ycars in hospitals , dispensaries and other 
nstitutions where regular dispensing of drugs is done, who possess Matricula 
ion or other equivalent qualification , and are desirous of taking up the course of 
raining for Diploma in Pharmacy shall be exempted from the practical training, 
ind if they are otherwise eligible, shall be permitted to appear at the preliminary 
and the final examinations for Diploma in Pharmacy at intervals of six months 
only , if they bave attended in substance the regular course in approved Institutions 
providing part - time tuitions or evening classes to the satisfaction of the Head of 
de Institution concerned . 
ractical Training : 


5 . After the completion of the regular course, the student shall undergo a 
Tactical training in a recognized Institution - Hospital, Pharmacy or Dispensary 
or not less than 750 hours covered in not less than 3 months ; during this course 
of training the student shall acquire 
1 . a thorough knowledge of the keeping of records required by the various 

Aots affecting the profession of pharmacy , and 
2 . experience in 

(a ) the manipulation of pharmaceutical apparatus in common use , 
(6 ) the recognition , by sensory characters , of chief crudo drugs and chemi 

cal substances used in medicine , 
(c) the reading , translation and copying of prescriptions , including th 

checking of doses , 
(a ) the dispensing of prescriptions illustrating the ccrnoner methode 

of administering medicaments, and 
(e) the storage of drugs and medicinal prepara tions. 


Approval of Training Authority : 

6 . The course of regular academic study given under rcgulation 3 shall be 
conducted by an Authority in a state in India , which shall be approved for the pur 
pose by the Pharmacy Council of India under Section 12 Sub - Sec . ( 1 ) of the Phar 
macy Act , 1948 , only if it provides adequate arrangements for teaching in regard 
to building accommodation , equipment and teaching staff 88 given under 
Appendix B . 
Approval of Institutions giving Practical Training : 

7. A Hospital, Pharmacy of Dispensary shall be recognised by the Pharmacy 
Council of India for the purposes of practical training of the student pharmaciste 
required under Regulation (5 ) only if it fulfils the conditions given under 
Appendix C . 
Hxaminations : 

8 . There shall be two examinations — tbe Preliminary Examination for Dip 
loma in Pharmacy to examine students in the first year course and the Final Exa 
mination for Diploma in Pharmacy to examino students in the second - year course , 
each may be hold twice every year . The examinations shall be of a written , prao 
tical and oral nature as indicated in the tabular statements in paragraphs 9 and 
10 . 

9 . Only such students as produce certificates from the Head of the Institution 
concerned in proof of their having regularly followed the first year course of study 
by attending not less than 75 per cent classes — both lecture and practical separate 
Jy of each subjeot shall be eligible for appearing at the Preliminary Examination 
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for Diploma in Pharmacy to be conducted in acvordance with the scheme given in 
tbllowing Table : 


Preliminary Examination for Diploma in Pharmacy ; 


Subject of Examination 


Totalmarke Total marks 

for theory for Praotloal 
Inoluding Exam , includ - 
Bensional ing Hessional 


Oral 
Exam , 
marks 


Inorganic and Physioal Chemistry . 

Yanio Chemistry 


Ajos 


80 
60 
50 


Biology 


. 


. 


. 


. 


. 


. 


Botany 
Zoology 
English 


276 


176 


UL 


N .B . — All written examinations shall be of threo hours duration. 

10 . Only such students as produce certificates from the Head of the Insti 
tutions concerned in proof of their having regularly followed the second - year course 
of study by attending not less than 75 per cent olagse8 , both locture and practical 
separately of each subject, and having successfully passed the Preliminary Exa 
mination for Diploma in Pharmacy shall be eligible for appearing at the Final 
Examination for Diploma in Pharmacy as given in the Table below . If, however , 
the candidate has completed the first year course , hiş failure to appear or to pass 
the Preliminary examination shall not debar him from attending the second - year 
course : 

Provided that a student who has passed the Intermediate Science Examination 
of a recognised University or Board shall be exempted from taking the proscribed 
courses and Examinations in those subjects in which he has passed the Intermediate 
Examination : 

Provided further that sứch a student shall be permitted to join the second year 
course and shall be eligible for securing the Diploma in Pharmacy if he passes the 
Final Examination and also thọ examinations in those subjects from which he has 
not been exempted . 


Final Examination for Diploma in Pharmacy : 


Subjects of Examination 


Total marks Total mark . 
for theory for Practical 
inoluding Examination 
Bobbional, including 

Regional 
- - - - 

- - - - - - - - 


- 


KO 


General Pharmacy , . 
Diepenging Pharmacy 
Forengio Pharmacy 
Pharamaceutical Chemistry 
Pharmacognosy 
Anatomy, Physiology , Pharmacology and Hygiene (one paper) 


50 
50 


60 
50 
- - 
800 


- 


N . B .-- All written examination shall bo of three hours duration , 
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11 (n ). A regular record of both thoorstical and practical class work and on 
minutions con lucted in an institution importing training for this course shall no 
maintained for each stulent, and 30 per cent of tho total marks for all subject in 
thoory and 10 per cent of tho tolulmarks for each subject in practical shall be al 
loted for these records . 

Tho possionalmarks shall be calculated on the basis of the avorago of the marke 
secured in the exaininutions hold (luring tho yeur, which shall not be less than throc 
in number . 

11 ( ) . A candidate shall not be declared to have passed the above examinatione 
unless he secures at least 40 per cent marks in each subject separately in tho written 
and practical tests (including pensional record ) and 45 per cent murks in tho aggre. 
gate of all subjocts . Candidates securing 75 per cent marks or abovo in any s 
ject or subjects shall be declared to have obtained distinction in that subject or 
those subjects , provided the candidate pagses in all the subjects in the game exami. 
nation . 

11(c ). A candidate how appears in all the subjects but fails in not more than 
two subjects at the Preliminary Examination for Diploma in Pharmacy may , 
at his option , take the examination in parts in ono or moro subjoots in which he has 
failed , or in wholo ; provided , however, he passes in all the subjects prescribed for 
the examination in throo consecutive examinations , or within a period of two years , 
including tho cxamination ut which he first appearod . If he cloos not pass the full 
examination within a period of two yoars as montionod above ho shall have to take 
the whole oxamination in all the subjeots at the time, when he next uppoars at the 
Examination . 

A candidato who fails in the Final Examination for Diploma in Pharmacy 
may, at his option , takс the examination in parts , in ono or more subjects in which 
he has failed , or in wholo ; provided , however, he passen in all tho subjocts prescrib . 
ed for the examination in threo consecutive examinations, or within a period of 
two years , including the examination at which he first appeared . If he does not 
page the full examination within a period of two yoars as montioned above he shall 
have to take the whole examination in all the subjects at the time, wlien he next 
appears at the Examination . 
Approval of Examining Authority : 

12 . The Exuminations mentioned in regulations 8 to 10 shall bo hold by an 
authority in A state in India approved for tho purpose by tho Pharmacy Council 
of India undor Section 12 Sub - Section (2 ) of tho Pharmacy Act , 1948, which 
approval shall be granted only if tho Authority concerned fulfils the conditions 
given under Appendix D . 
Certifcate of passing final examination for Diploma in Pharmacy : 

13 . A onrtifioutes for having passoul the Firul Examination for Diploma in 
Pharmacy shall bo grunted by the Examining Authority to a suocessful candidato 
only after he produces aviclenon of huving duly complsted not loss than 750 hour 
pructioal training covoral in not less than three months, in a la cognized institution 
to tho satisfaction of tho Had of the Institution in which ho has undergone his 
aoudemid training . 
Miscellaneous : 

14 (a ). Any courgo of Pharmaceutical training , which does not covor in full 
the courses of ftudy included in these rogulations, shall not bo considered for app 
roval under section 12 of the Pharmacy Act . 

14 /6 ). Porsons who have passed A course of study in Pharmacy not covoring 
in full the subjaots containod in the Education Regulations proscribod by the 
Pharmacy Counoil of Indiashall not be considered as having passod the Final 
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Exariinatio i for Diplo 11 in Phero7 ,w oh thoy pro lumn ) a certificat from an 
vipproval in tuin . I lt thy Tinyl V orimintiori in such sulojoets AS 
roquirod hy th Elustin Ragulations 

15 . Thozhovlivulitinis moy , 14 nocled from timo to timo, bo altoroch, 
amond xd or blod to furilorpulitions by thi+ Pharmacy Concil of India with 
the approval of tho Control Gorrnment. 


APPENDIX A 
INORGANIC ANI) PHYSICAL CHEVISTRY 


The wholo of the syllabus to be traateil in un olomontry manner supplemented 
by praotioal demonstrations. 

Tho chiof characteristios of chomical action , distinction botwoon olomonts and 
compounds, structure of atoms and molecules, chemical and physical changes , the 
laws of chomical combination by woight and volume, oquivalent weight , atomio 
weight, molooular weight, symbols , chemical formulao and nomenclature ; oqua . 
tions ; vul noy ; the distinotion between motals and non -metals ; acids, basoa and 
balty ; noutralisation , acidimotary and alkalimotary ; poriodic classification of ole 
mants ; Avoguro s hypothonis ; kinetic theory of gasas, offoot of temperature and 
pressure on the volumos of ga968 ; liluto Solutions ; ionisation , conductivity ; 
strongth of ucids ancı bases ; pH soale , Buffrr solutions , indicatory ; hyclrolysis of 
Halts ; catalysis , solubility ( Urvos ; solubility produot ; osmotic prosbury , chemical 
equilibrium and the law of mass action ; endothermic and oxothormic reactions ; 
colloids ; emulsions ; adsorption . 

The general characters of non -natals , the chief methods of proparation and 
tho typical reaction of tho following 110 .1-motullic olomonts and compounds : 

Hyelrozen , Olygon , Ozono , allotropio mo lifications of an clomont ; Water ; 
IIydrogon Poroxide ; Aoids, Banus , Salts ; Hulogans and their Hyclrat ids ; Notrogon , 
Atmu ru , tho Inort yxACS ; Ammonia and its salts Oxides of Nitrogen , Nitrio 
Acid , Nitratas , Nitrites ; Sulphur , Polymorphs of Sulphur ; Sulphurous Hydrogen , 
Sulphurous and Sulphurio anhyclrides and woids ; Phonphorus ; Oxidos , Oxyaoids 
and chlorid48 of phosphorus ; Carbon , Coul and its ohiof products , Flame; Gaseous 
fuuls , oxides of Carbon ; Silica ; Boron ; Borio Aoid , 

The ginecol charretors and classification of tho mut ulk and the general methods 
of their extraction . The general properties of the principal compounds of the 
follo :ving metals - 

Potassium , Sodium , Mugnosium , Calcium , Burium , Aluminium , Tin , Lead , 
Coppt, Silver, Zinc , Cadmium , Mercury , Arsenic , Antiniony, Bismuth , Chromium , 
Mungan 9 , Iron , Cobalt, Nichol and Gold . 

PRACTICAL 
1. The cutting and bending of glass tubing . The projaration of simple 
apparatus involving the (149 of corls anil tubos (9. 4 na yonrrating tubos und fraks 
wash bottles eto . 

2 . Pruraration of simplo GAROS O N livcrocan , oxygon , chlorino , carbon dioxide 
Hydrogen Sulphide , Hydrochloric Arid and Sulphur dio ido and study of thoir pro 
porti te , 

3 . Qualitative analysis of simple salts. 

4 . The use of stanılard solutions for acidimetry and alkalimetry , Simple 
oxorciscs in formanvanomotry for iron . 

5 . Proparation of Distillcri water B . P . and II yclrochloric acid B . P . 
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6 . Simplo exercises in gravimetrio analysis ; – Docomposition of Salts on 
hoating ; qualitativo and quantitative results of hoating substancos like magnesium 
carbonate , potassium chlorate , and hydratod barium chloride. . 

N . B -- The cardidhto in requirod to bring for Inpeotion to the praotionle umiration 
bi original laboratory journal duly Aigued by a member of tho tauoling tuff and certified 
t the end of the year by the hood of the departinent . 

Book indicating the General Scope of Syllabus 
Lyons , Theoretical Pharmaceutical Chemistry 

Reference Books 
1. Findlay . . . Introduc ion to Physical Chemistry . 
2 . Sonter . 

. . Text book of Physical Chemistry . 
3 . Holmyard . 

Inorganic Chemistry . 
4 . Schroff , . 

Quantitative Pharmaceutical Analysie. 
8 . Schroff & Srivastava . . Introduction to Semi-micro qualitative Analysis, 
0 . Pauling . . . . Conoral Chemistry . 
7. Timm . . . . Goneral Chomistry . 

ORGANIC CHEMISTRY 
Definition of organic compounds ; purification , oritoria of purity ; Elementary 
analysis of organio compounds; empirical and molecular formulae ; constitutions 
and classifloation ; homology, isomorism and polymeriam ; elementary study of the 
chemical and physioal proportion of the following groups of organic substances . -- 

Aliphatic Compounds. - Hydrocarl ong (Saturated and unsaturatod ): Para 
ffins ; ethylene ; cetylene . Derivativos of hydrocarbons ; halides- ethyle ohlorido , 
chloroform , iodoform , carbon tetrachloride ; aloohols-monohydrio and polyhydrio 
aloohols , methyl alcohol, ethyl alcohol, glycerine , glycols ; others . cthyl ether ; 
aldehydes and ketonos -formaldehyde , paraldehydo , chloral hydrate, acetono ; 
monobasio soids (inoluding aoid derivativos , aoid chloridos and anhydrides )-- formio 
and acetio acids, higher fatty acids ; estors-ethylacetate , oils , fata, waxon and moups ; 
unsaturatod hydroxy und polybasio acids-oxalio , malonio , succinic , malio , lactio , 
tartario and citrio ; stereochemistry ; nitrogen compounds , aminos , cyanides , acid 
amicos , uroa ; organio sulphur compounds - -thio -alcohols and thioothors ; oarbohy 
dratos -doxtroso , lwefulose , sucroso , laotoso , Ataroh and celluloso , 


Carbocyclic compounds. — Coal tar distillation and its products : Benzene and 
its homologues Halogon , sulphonie and notro derivativos ; aromutio amines ; 
diazonium compounds ; aromatio hydroxyl compounds- thenol, orosols ; phenolph 
thaloin ; dihydrio and trihydrio phonols ; aromatic alcohols ; aldehydes - benzaldohyd ; 
ketonca ; acids and their dorivatives -benzoio acid , bonzyl bonzoate , salicylic acid , 
mothyl salioylate ; oycloparaffing and their dorivatives ; napthalono and anthra 
oone , 
Heterocylio Compounds. 

PRACTICAL 
Purification of solids and liquids ; preparation of simplo organic substances 
ethyl aootato or bonzoate ; Aootamide ; aostanilide ; iodoform , Hydrolysis of 
ethyl bonzoate or mothyl salicylate . Rraotions of typical groups of compounds. 
Tests for elements ; Identifioation of simple organio substances studied in the theory 
by a study of their properties and reactions, 

Book Indicating the General Scope of Syllabus 
Lyons - Text-book of Pharmacoutical Chemistry , 
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1 , Cohen 
2 , Ghogh end Bago zi 
3 . Conant and Blatt 


Reference b oks 

Clans book of Organic Chemistry , 

Organio and toxicological Chemistry . 
, Fundamentals of Organic Chemistry . 


PHYSICS 


General. — The fundamental and dorived u nits of length , mass and timo ; 
moasuremont of length , aroa and volume ; vörnier callipers , micromoter ; velooity , 
aopuleration , m13, mom3ntum , foroe, work , powər, energy ; friotion ; gravitation , 
oontra of gravity , statos of equilibrium , simple machines , donsity of liquids, 
specifio gravity ; prossuro exarted by a fluid , principle of Archimedes, syphon , 
watorpump and pross; Boyle s Law , compression and exhaust pumps , atmoghphərio 
prossuro , Barometors , surface tension , visousity , osmosis . 

Heat. — Temporaturo , Thermometry , Thermographs, expansions of solids , 
liquids and gasos with alteration in temparaturo ; quantity of heat and unit of heat, 
specifio heat, change of state, latert heat of i quidation and vappurisation , different 
methods of cooling , melting and boiling points , their dotorminations and effoot 
of pressure on thom ; vapour pressure ; hygromstry, dew and its formation , clouds, 
rain and its moasurement ; transferance of heat, conduotion , oonductivity , Davy s 
safety lamp ; convection , how it takes place in liquids and gases , winde , land and 
808 breezes, vontilation , use of obimney for lamps , radiation , its effoot on polished 
and rough surfacos , vacuum flask ; elementary kinetio theory of gases ; Graham s 
Law , Henry s Law , Dalton s Law , nature of heat , relation between hoat and work , 
steam engine , oil ongine, flywhool. 

Light.- - Nature of light, propagation of light ; illuminating power , photometry , 
Laws of reflootion and refraction , formation of images by plane and sperioal mirrors 
and lenges , reflectors, multiple images eyo as an optioal instrument , photographio 
camera , defoots of vision and their correotion by longo8 ; action of prisms on light, 
disporsion , spoctrum ; ultra - violet and infra -red radiations , microscopes, spootros . 
oope , telescope , cinematograph , phosphorosoonoe and fluorescence , polarimeters . 

Magnetism . Load stone, magnetio needle , Earth as a magnet , simple pheno 
mone of magnetism , magnetio field , lines of foroo, laws of force, magnetio induo 
tion ; oleotromagnots, permanent and temporary magnots ; torrestrial magnetism 

Electricity . — Simple phenomena of statio elmotrioity ; Electroscopo , attrao . 
tion and ropulsion , electricity on the surfuos , discharge through points , sparking ; 
potential, induotion , conductors and non - conduotors , machinos , capacity , parallel 
plate condens +18 ; clootric ourronta , magnotio , chemioal and heating effoots , primary 
and secondary colls , ourront strength , eloctromotive foroe , Ohm s law and current 
detootor, anmotor , voltmeter , meter bridge, potentiomoter, magnetio properties 
of a coil carrying a currant, induced ourrent ; simple dynamo ; oleotrio bell , tele 
phone ; effaots of elootrio ourront ; ingandesoont lamp, aro lamp ; heating apparatus , 


PRAOTTOAL COURAH 

(50 hours ) 
The candidate must be able to conduot simple exorcises illustrating the above , 
inoluding the following :- - 

The use of vornior callipers , screw -gaugo, balanoa , hydromoter ; simplo pondu 
lum ; the determination of volumes by weighing in air and water, donsity of solids 
and liquids ; the verifioation of Boyle s Law . 

Tho determination of melting points , boiling points , specific hoats, latent heate 
of fusion , dew point. 

Tracing the paths of rays, the determinction of sofraotive indioes of slab anc 
prism ; focal lengths of mirrors and lenses . 
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Plotting tho linos of magnetio forcy, and poriod of oscillation ofmagnets . 

The compurison of electromotive foroos und of rosistancos ; tho use of galvang 
motor , ammoter and voltmotor . 


NB Tho Chndidate is require to b inz fyringp otiin tu tha priwitical oximin tion hig 
ou igual lt bilutv, y jul til dulj merid by duDuli u tlu tecului , stuff and cutiid dut the 
end oi the yearly tho Head of the Department , 


Books indicating the general scope of syllabus 
1 . Naik & Mubro 

A text byok of Physios, 
2 . Ablett 

A burse of Physion . 
3 . Millican & Gale 

A text book of Phyalon . 


Reference books 


1. J . A . Crowthor . 
2 . Glazebrook . 
3 . Rajnikant Dz. 


A toxt book of Physics . 
A toxt book of Fhysios . 
A text book of Physics , 


BOTANY 
1 . Rolation of Botany to Pharmaoy — The broad divisions of the Plant King 
dom - Botanical Nomenclature . 

2 . Elomoutary External Morphology of , 

(a ) Roots , 
(6 ) Rhizomor . 
( c ) Corma . 
(1 ) Bulbs 
(e ) Stoma. 
(f ) Loaves . 
( g ) Flowers . 
(h ) Fruits . 

(i) Seeds and Spores and thoir Germination . 
3 . Elemontary Structure and formation of 

(a ) Cells. 

(b ) Tissuos and tissue systems, 
4 . Histoluzio . Structura of, 
(a ) Ros 

(1 ) Young 

(2 ) Old . 
(b ) Stoms 

(1) Young 

(2 ) Old . 
( c ) Loaves. 

(d ) Hairs and glands . 

8 . Elomontary Principlng of Classification :- (a ) Cryptogams (6 ) phanero . 
gams with apocial reforonco to the following natural orders : Lilie ceUA , Solanaccao 
Rosacoae , Umbolliforao , Compositie Loguminosae . 
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life -history al Organistory 
of Cooling am brudd 


Elementary Plant Physiology illustratod by simplo experimonts 

(i) Foud mat Pals of Plants and their sources and form . 
( ii ) Absorption of water. 
(ii) Movomont of winter anel g44 +5 111 ! in the plant. 
(iv ) Transpiration . 
(0) Nutrition and Motabolism . 
(vi) Digestion and Respirat1011. 
( vii ) Growth and Reproduction – Sexual and asexual, 
( viii) Reservo materiale, 

PRACTICAL 
1. Morphological description of the parts of plants. 
2 Historical charactors of the parts of plants , viz . root stem and loaf. 

3 . Simplo experimonts on plant nutrition , transpiration , respiration and 
germination . 

ZOOLOGY 
( a ) The struoture and properties of the cell and the goneral characters and funo 
tions of tho tissues including tho epithelia , blood , lymph and tho nervous, muscular , 
comotivo And skelotal tissues , 

(6 ) Tho goneral structure, life -history and physiology of (a ) Paranoscium (6 ) 
Anoobs and (0) Trypanasumr as uuioellural Organisms. 

(c ) The generul structure , vital activities and life -history of Cockroach . 

(d ) The struoture (excluding skeloton ), life luistory (excluding em brydov ) 
and elementary physiology of Vertebrates is illustrated by Rana (f16. and 
mammalian (rabbit ). 

PRACTICAL 
Tho dissection , microscopical examination and clescription of specimens 
of parts of frog and rabbit . 

Books indioating the general scope of Syllabus 
1. A Text -book of Intermediate Biology — B , C . Kandu and Chatterjee. 

or 
2 . Biology for Pharmacy students - Moore . 

Reference Books 
1, Zoology – Parker and Bhatia . 
2. Text Book of Potany for Medical and Pharmaceutical Students - Small . 

ENGLISH 
Thcre shall be only uno paper of threo loung duration carrying 50 marks 
and consisting of two sections. The first sootion shall consist of questions of a 
general, non -detailed nature from a prescribed text - book of English l rose Selections 
† ying with the general standard prcvallling for the Intermcdiute Examination of 
Suence or Pharmacy in the regional university or board . The second sertiou shall be 
on composition consisting of questions on the corroct use of tlie English idim and con 
struction and exercises on Paguy and precis writing. The aim of this scotion is to test 
the capacity of the students to writo correct English , 

Books recom Nearted for the gecond section 
1. " A Guide to English Composition " ! Bartley anıl Banorji (IIumplurey Mill 
Toul, Oxford University Ir059). 

2 . “ The Englisl, Way " by B . L . K . Henderson (Macdonald and Evang , 
London ), 
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GENERAL PHARMACY 


(a ) Principles of Pharmacy - 

METROLOGY .-- Measurement of Weight and Volume and Appliances used 

thereof. 
HEAT.- - Sources and Uses of Heat in Pharmacy ; 
HEAT PROCESSES . - Fusion , Ignition , Calcination , Drying , Desiccation , 

Exsiccation , Evaporation , Distillation and Sublimation ; 
REFRIGERATION . — Principles and use of Refrigerators, Cold Storage 

and Freeze drying : 
SOLIDS . — Precipitation , Crystallization , Granulating and Scaling ; 
SOLUTIONS. — Tynes, Solubility, Solvents, Properties of Solutions, mke 

Osmosis, Viscosity , Surface Tansion , Adsorption , Ionization and 

PH ; 
COLLOIDAL STATE . — Colloids , Suspengoids and Emulsoids ; 
MECHANICAL SEPARATION . - Decantation , Filtration , Colation , Cen 

trifugal Separation and other means of Clarification ; 
DRUGS OF VEGETABLE AND ANIMAL ORIGIN . - Collection , Drying 

and Storage, Enzyme Action in Druge ; 
MECHANICAL SUB -DIVISION OF DRUGS AND CHEMICALS. Com . 

minution Trituration , Mixing and Sifting ; 
EXTRACTION PROCESSES. — Expression , Infusion , Decoction , Macera 

tion , Percolation , Diacolation and Diffusion ; 

APPARATUS AND AIDS INVOLVED - in the above processen . 
(6 ) Galenical Pharmacy - 
GENERAL METHODS OF PREPARATION OF OFFICIAL GALENICALS 

- Aquas , Infusions, Spirits , Tinotures, Extracts, Liniments, Liquors, 
Plasters , Poulticos , Syrups, Glycerines, Elixirs, Confections , Juices , 

Powders , Mucilages , and Tablets. 
PRESERVATION AND STORAGE OF Pharmaceutical Products. 
GENERAL COMPOSITION OF OFFICIAL GALENICALS . 
SURGICAL DRESSINGS. - Ligatures and Sutures and their Standards . 


( c) Biological Pharmacy : 

Elementary knowledge of Bacteriology and Immunity as applied to Sera 

Vaccines , Toxins , Antitoxing and Antibiotics . Vitamins , Hormones , 
Dried Serum , Extracts of Liver, Extract of Pituitary (Post, Lobe), and 
Protein Hydrolysates. 


mos , Patients, Customf Conduct in Dispnoe to Poisons,ni que 


( d ) Ethics in Pharmacy - 

Pharmaceutical Profession and its Responsibilities ; Institution of Phar 

macy in relation to Society ; Pharmaoist in relation to Doctors , Nur -, 
ses , Patients , Customers , Publio , Wholo - ale Dealerg , Employers and 
Employees ; Codes of Conduot in Dispensing and Advertising of 
Drugs and Medicines with special referenoo to Poisona, Narcotics , 
Abortifacients and Contraceptives ; Rules of Receiving , Dispensing , 
Checking and Delivery of Prescriptions ; T air Pricing and Fair Ser 
vice . 
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fe ) Pharmaceutical Economics 
Elements of Double entry Book - keeping and Accountainoy ; Drug Store 

Organization ; Business Correspondence ; Filing ; Advortising ; Lo 
cation and Managemont of Drug Stores and Dispensaries ; Pros 
cription Pricing . 


PRACTICAL 
A Soheme of 100 hours to include preparation of Simple Pharmacoutioal Products 
guch as 
Aque Anothi, B . P . 

Infusion of Orange Cono., B . P . 
Aqua Pudinae Dest., I. P .L , 

Frosłı Tof. of Quassia , B . P . 
Aqua Chloroformi B . P . 

Cono. Inf, of Senega , B . P . 
Liq . Ext. of Belladonne , B . V . 

Liniment of Soap , B . P . 
Ext . of Cascara , B . P . 

Lint. of Turpentino, B . P . 
Ext. of Glyayrrhiza , B . P . 

Strong Sol. of Amnon . Aco ., B . P . 
Est. of BA . T.PL . 

Areenical Solution , B . P . 
Ext. of Kurohi I. P . L . 

Sol. of Cregol with Soap (Lyxol). 
Ext . of Malt, I. P . L . 

Sol, of Ferrio Chloride, B . P . 
Glycerine of Borio Acid , B . P . 

Weal Sol. of Iodine, B . P . 
Glyaerine of Phenol, B . P . 

Str. Sol. of Lead Subscot, B . P . 
Ammoniated Veroury , B . P . 

Surg . Sol. of Chlorinated Sods . 
Moroury with Chalk , B . P . 

Sol, of Strychnine Hydrochlor. 
Aromatio Powrlor of Chalk , B . P . Mixture of Magnesium Hydrox ., B . P . 
Comp. Powdor of Glyoyrrhize. 

Sodamint Tablots ( Formuls to be made up ) . 
Hard Soap 

Influenza Tablete , 
Soft Soap 

Quinine Tablots , 
Spirit of Nitrous Ether , B . P . 

Calolum Lactate Tablote, 
Aromatio Spirit of Ammonin , B . P . Comp. Tinot , of Benzoin , B . P . 
Slaple Syrup , B . P . 

Comp. Tinot. of Cardamon , B . P . 
Syrup of Orange, B . P . 

Tinoture of Lemon , B . P . 
Syrup of Wild Cherry , B . P . 

Camp. Tinct. of Chirala , I. P . L... 
Syrup of Ferrous Iodide, B . P . 
Syrup of Vanake , I. P . L . 


Book Indicating the General Scope of Syllabus 
Burlage et al, Fundamöntal Principles and Prooosges of Pharmaoy (MoGraw Hill) 

Reference Books 
Bennett and Cocking , Vol. I, Principles and Preotioo of Pharmacy . 
The British Pharmacopoeia , 1948 . 
Indian Pharmacopoeial List, Govt . of India Publieation , 
The British Pharmaceutical Codex , 1949. 
Cook and Martin , Remington s Practice of Pharmacy , Mack Publiging Co. 
Arny and Fischelis , Principles of Pharmacy, W . B . Saunders Co . 
Caspari & Kelly , A treatiso on Pharmacy , Loa and Febiger. 
Cooper, Tutorial Pharmacy , Pitman .. 

Peterson s " Pharmaceutical Selling , Detailing and Sales Training " , Mo-Graw 
Hill 

Nolen and Maynard “ Drugstore Management " MoGraw Hill . 


DISPENSING PHARMACY 
(a ) preinciples of Dispensing : 
PRESCRIPTION , Definition , Significance and Handling ; ACCURACY and 

care in Dispensing ; FORM OF ADMINISTERING MEDICINES 
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LABELLING AND PACKING of and CONTAINERS for Dispen 

sed Medicines ; and a thorough study of the following : 
MIXTURES. - Dofinition , Classification , Mixtures containing Insoluble (Di. 

ffusible and Indiffusible ), Solids , Immiscible and Precipitute forming 
Liquids cte .; EMULSIONS. Thoory , Naturul and Synthetic Emulgents 
Stability , Types — Cum Soup , Piotrin , S arch , Natural and Synth tio 
Wax und Wool Alcohol Enulsions, O / W and W 0 . Emulsions, Emul 
Bifiers ; INCOMPATIBLE PRESCRIPTIONS Puurmaceutical and 
chemical (Inorganic and Organic ), Incompatibility , Intentional and 
Unintentional und Adjusted Incompatibility , Handling of ſnoompa 
tible Pregoriptions ; POWDERS — Trituration , Simple Compound 
and Effarovesant i wders , Compressed Powder - Tablet Triturates , 
Powdors enclosed in Cachets and Capsules , Powders containing Liquid 
and thoso for Extornal Use ; PILLS — Excipicnts , Coating and Var 
nishing , Enteri Pillu , Pills containing small doses , Oxidiging Subs 
tances , Camplior and Camphoruceous and Oily Substances , Pill Ma 
chines ; TABLETS — Grunulation and its Importanco , Diluents, Gra 
muluting Agents , Adhesives , Disintegrants , Lubricants in Tablot 
muking , Compression and Tablot Machine , Sugar Coating and Polighing 
of Tablets ; LOTIONS AND LINIMENTS ; OINTMENTS AND 
CREAMS - Ointment Bases and their Choice , Emulsified Ointments 
and Creams, Penicillin Ointments and Crcams, PASTES - Gelatine , 
Starch , Tragacanth , Soap and Cellulose Ether Pastes ; SUPPOSI 
TORIES - Forms, Shapes and Sizes , Suppository Bases, Suppos . 
Moulds , Displacement Value of Medicaments, Glycerine, Cooobuttor , 
Gelatine and Soap -Glycerine Suppos . containing various types of me 
dicines ; SOLUTIONS - Inhalations, Nasal Sprayg , Throat Paints 
and Gargles , Eye and Ear Preparations ; PASTILLES AND LO 
ZENGES ; PLASTERS ; DENTAL PREPARATIONS _ Various 
Dentifrices and Mouth Washes ; DERMATOLOGICAL PREPARA 
TIONS ; STERIJZED PREPARATIONSRoutes of Parenteral 
Administration of Medicines and Importance of Sterilization , Isotonio 
Solutions, Apyrogenic Water , Containers for Sterilized Preparatione , 
Limit of Alkalipity of Glagg , Transfusion Sots , Sterilization by Hoat 
ing and Filtration , Chomioals used in Sterilization , Bactericides , Dis 
infectants, Bacteriostatics and Antiseptice and thier use , Phenol Co 
efficient, Rideal Walker ( R . W .) and Chick Martin Tosts, Sterilization of 
Surgical Dressings and Appliances , Autoclavce, Bacteria Proof Filters , 
Tests of Sterlity of Medicaments and dressinge , Procautions for 
A epeis . APPARATUS AND EQUIPMENTS REQUIRED FOR 
DISPENSING MEDICINES. 


(6 ) Posology : 

Detection of Overdoses in Prescriptions, 
(c) Pharmaceutical Latin : 
LATIN As required in interpretation of Prescriptions and their Translation 

into English 


( 2 ) Pharmaceutical Arithmetic : 

i ffercnt Systems of Weights and Measures ; Calculations of Doses ; 

Reducing and Enlarging of Recipes ; Percentage Solutions ; Alli 
gation ; Isolonic Solutions ; Specific Gravity ; Specifio Volume 
Thermometrio Scales ; Proof Spirit ; Dilution and Concentration of 
Solutions 
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PRACTICAL 


A Scheme of 200 hours of Practical Work including tho following : 
(a ) Dispensing of not loss than 200 proscriptions covi ring wido range of 

medicii al preparations including all the classes listed under " DISPEN 

SING PHARMACY” maintaining complete record of euch . 
(6 ) Differentiation of Bacterial, Ycasts and Moulds; Examination of Baeto 

rial Slides , Preparation of Culturo Mcdia , osts of Sterility of different 

kinds of medicaments and surgical dressings, ligatures and guturas . 
BOOKS INDICITIV T VERIL SCOPA OF SYLL -IBUS 


1. Dispensing for Pharmaceutical Students , Coopor and Gunn , 1948 (Pitman ). 
2 . Schroff & Srivastava , Pharmacoutical Arithmetic (Pindars Ltcl., Culoutta - 20 ). 
3 . Schroff & Srivastava , Pharmacoutical Latin & Presoription Reading ( Pinders 

Ltd ., Calcutta - 20 ). 


Reference Books 
1. Cook and Martin , Remington s Practice of Pharmacy Mack Publishing Ca 
2 . United States Pharmacopocia XIV . 
3 . British Pharmaccutical Codex , 1949. 
4 . Lyman ot al, American Pharmacy , Vole . I & j! , Lippincot. 
5 . Sooville , Art of Compounding , 
6 . Huba , Pharmaceutical Dispensing , Mack Printing Co . 
7. The British Pharmacopoeia , 1948 . 
8 . The Indian Pharmacopocial List , 1948 . 


FORENSIC PHARMACY 


Study of Dangerous Drugs Act of 1930 . Opium Aot ; Poisons Act; Drugs Aot of 
1940 , Druge Rules of 1946; Pharmacy Act of 1948 ; the Excise Aot; and such otbor 
State Acts as materially affect the Pharmaceutical profession . 

PHARMACEUTICAL CHEMISTRY 
An elementary study of the inorganic and organic substances described in tho 
British Pharmacopoeia and the Indian Pharmacopoeial List, with special referonoo 
to the following : 

I. INORGANIC . 
(a ) Oxygen and its Compounds : 
Oxygen , Carbon dioxido, Nitrous Oxide, Distillod watter , Hydrogen Pero 

xide, 
(6 ) Halogens, Sulpbur and their compounds : 
Chlorine 
Chlorinated Lime, Surgical Solution of Chlorinated Soda, Hydrochlorio 

Acid . 
Bromine : - - 

Hydrobromio Acid , 
Iodine > 

Iodine, Iodine Solutions , Todised Oil , Hydrog, a lodio . 


019 


THE GAZETTE OF INDIA , JUNE 9 , 1951 


[ PART II — Sec. 3 
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Sulphur : 

Sulphur , Sulphuric Acid . 
(c) Compounds of Nitrogon and Phosphorous : 
Nitrogen :- Ammonia , Ammonium Bicarbonate, Ammonium Carbonate , 

Aromatio Spirit of Ammonia , \ Aromatic Solution of Ammonia , 

Ammonium chloride , Ammonium Acetate , Nitrio Acid . 
Phosphorous :- Hydrophosphorous Aoid , Phosphoric Acid . 
(d ) Compounds of Boron and Silicon : 

Boron :- Boric Acid , Borax . 

Silicon : Kaolin , Magnesium Trisilicate , 
(e ) Compounds of Sodium and Potassium : 
Sodium : 
Sodium Hydroxide , Sodium Carbonate , Sodium Bicarbonate , Sodium 

Chloride, Sodium Bromide , Sodium Iodide, Sodium Sulphate , 
Sodium Thiosulphate , Sodium Nitrate, Sodium Phosphate , Sodium 

Acid Phosphate. 
Potassium : 
Potassium Hydroxide , Potassium Carbonate , Potassium Bioarbonate , 

Potassium Bromide, Potassium Iodide, Potassium Nitrate , Potassium 

Chloride, Potassium Permanganate , Potassium sulphate . 
(f) Compounds of Copper and Silver : 

Copper : - Copper Sulphate, Coppor Oxide . 

Silver:- Silver Nitrate , Toughened Silver Nitrate. 
(0 ) Compounds of Caloium and Barium : 
Calcium : 
Caloium Hydroxide , Calcium Carbonate , Chalk , Caloium Chloride , 

Calcium Phosphate , 
Barium - 

Barium Sulphate . 
(k ) Compounds of Magnesium , Zino , Mercury and Lead : 
Magnesium : Magnesium Oxide, Mixture of Magnesium Hydroxide , 

Magnosium Carbonate , Magnesium Sulphate . 
Zino:- - Zino Oxide, Zino Chloride , Zino Sulphate . 
Meroury :- Meroury , Mercury with Chalk , Yellow Mercurio Oxide, Merourio 

Oxyoyanide, Mercurio Chloride, Ammoniated Meroury , Red Merourio 

Iodide , Merourous Chloride , Black Morourial Lotion . 
Lead :— Lead Monoxide , Lead Subacetate. 
(i) Compounds of Arsonio , Antimony and Bismuth ; 
Argonic: - Arsenic Trioxide, Arsenio Trciodide , Solution of Arsenous and 

Merouric Iodides . 
Antimony: — Potassium antimony Tartarate . 

Bismuth :- Precipitated Bismuth , Bismuth Oxychlorido . 
6 ) Compounds of iron , Aluminium and Chromium : 
Iron : - Reduood Iron , Ferrous Sulphate , Citrated Ferrous Chloride , Ferrio 

Chloride , Saccharated Iron Carbonato , Syrup of Ferrous Iodide , 
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Compound Syrup of Ferrous Phosphate with Strychnine, Iron 

Ammonium Citrate , Iron and Quinine Citrato . 
Aluminium : - Alum . 

Chromium : - Chromium Trioxide . 
II, ORGANIC 

(a) Aliphatic Compounds : 

Hydrocarbons ( saturated and unsaturatod ):– Paraffins, Ethylene 
Halogen Derivatives of Hydrocarbons:-- Ethyl Chloride, Chloroform , Iodio 

form , Carbon Tetrachloride. 
Monohydric Alcohols:- Methyl alcohol, Ethyl Alcohol, Industrial Methy 

latod Spirit, Chlorobutol. 
Ethers:- - Ethyl Ether . 
Thio -alcohols and Thioethers : - Sulphonal, Methyl Sulphonal. 
Aldehydes and Kotones :-- Formaldehyde , Hexamine , Paraldehyde, Chloral 

Hydrate , Aoctone. 
Monobasio Carboxylic Acids and their derivatives Formio Acid , Acetio 

Acid , Load Acetute , Potassium Acetate , Trichloracetic Acid , Caloium 

Luctute, Lead Oleate, Oleatod Mercury ; Zino Stearate , Soaps . 
Esters. — Ethyl Nitrate, Spirit of Nitrous Ether , Amyl Nitraite , Polyhydrio 

Alcohols and their esters . 
Glycerin , Glycoryl Trinitrate , Erythrityl, Tetra Nitrate. 
Polybasio carboxylio Acids : 
Lactic Acid , Tartaric Acid , Potassium Antimony Tartarate , Sodium 

Antimonyl Tartarato , Potassium Acid Tartarate , Sodium Bismuthyl 
Tartarate , Citrato Acid , Sodium Citrato , Potassium Citrate , Iron 

Ammonium Citrate . 
Carbohydrates, - Doxtrose , Liquid Glucoso, Suvroso, Laevuloso, Lactose , 
Cyanogen Compounds. — Hydrooyanio Aoid , Urea , Urothane . 
Carbocylic Compounds. - Soluble Saccharine and Chloraminos . Acetanilide , 

Amphetamine. Sulphanilamide. Phonol, Phenaootin , Trinitro - phe 
nol, Crusol, Thymol, Creosoto , Resorcinol, Adrenaline; Phenolph 
thalein . Benzoic Acid , Sodium Benzoate , Beonzyl Benzoate , 
Benzocaino, Procaine, Orthocaino , Amylocaine. Salicylic Aoid , 
Mcthyl Salioylato, Sodium Salicylato, Bismuth saljoylato, Acetyl 

Salicylic Acid , Mandelic Acid , Salol, Tannic Aoid . 
Control of purity of official Pharmaceutioal substanoos . 
An elementary study of protoins , fats , alkaloids and glycosides, purinos, vita 
mins , hormones and onzymes . 


PRACTICAL 


The candidates must be able to conduot simplo chemical operations as applied 
to substances in frequent uso in phurmaoy, including the following : - 

1. Identification of pure official inorganic compounds . 
2 . Aggay of important drugs using simple volumetric methods Estimation of 

Sulphato by gravimetrio methods. 
3 . The performanco of limit tests for the prosence of As, Pb , C , Fo , $ 0 .. 
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4 . Tosts for alkaloid3, proteins, carbohyllrutos , gluoosides and Tannins. 

Y . B . The candidate is roquirod to bring for inspootion to the practiqal ozami. 
Antion his original laboratory journal duly signed by a mambor of the teaching 
staff and certifiod at tho ond of tho year by the head of the dopartment . 


Boks undicating the general scope of Syllabus 
1. Lyons . - Theoretical Pharmgooutioal Chomistry . 
2 . Schroff . - Impuritios in Pharmaceutical Substancos . 

Reference Books 
I. Bontley and Drivor . - Toxt Book of Pharmaceutioal Chomistry . 
2 . Lyons and Appleyard .- - Practical Pharmacoutical Chemistry , 
3. Rogers . — Inorganio Pharmaceutical Chomistry . 
8 . Garrat.-- Drugs and Galenioals . 

PHARMACOGNOSY 
Systematic Scheme of study for Druge included in the Primary List. — 
(i) Official titles, names and synonyms. 
(ii) Scientifio names -- genus , spouies , varioty and family . 
( iii ) Part of the plant used 
( iv) Goographiqal sources 
(v ) Plant habit. 
(vi) Cultivation . 
(vii ) Collection 
( viii) Proparation for tho mưrket . 
(ix ) Dosoription : 

(a ) Macrosoopio ( including diagramatio transporge section whenever 

possiblo ). 

(6 ) Mioroscopio (Staroh , Caloium Oxaluto and Trichomes only ). 
(x ) Varietios, substitutos, and adultorants. 
(xi) Constituonts , activa or othersise . 
(zu ) Chomical tosts . 
( xiii ) Storage 
(xiv ) Pharmacological and Pharmaceutical use. 

Primary List. 
Organisod : Wood 

Q118Asia . 
Bark . 

Cinnamon , Cinchona , 
Loaves . 

Sonna , Digitalis. 
Flowers. 

Cloves . 
Seeds . 

Nux Vomica , Iepaghul, 
Truita . 

Fennel, Cardamom . 
Entiro organisms. 

Ergot, Ephedra , Stramonium , 
Underground organg . 

Liquorice, Ginger . 
thargmised : 

Driod juicon and Extracts . Oplum , Aloe and Agar, 
Carhm sylralez, Guinzani Sgoon Sigrob , Acacis and Honoy , 

grin ) substang03 . 
Rning , G im Rain , Oloy resin :, Colophony , Agafoolila , Baloam of 

Tolu . 
Fixed oils and waTOS, 

Castor On, Shark Llver 01, Boou . 
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Systematic scheme of Study for Drugs included in the Secondary List. 

(i) Official titles and synonyms. 
( ii ) Parts of the plunts or animals used . 
(ii) Active Constituents. 
( iv ) Pharmacological and Pharmuooutioul use . 


Secondary List 
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Aconitum . 
Anothum 
Arjuna. 
Aurantii Cortex . 
Bonyolnun . 
Buchu . 
Balsamum Peruvianum , 
Bel. 
Belladonnieu Folium . 
Belladonnao Radix . 
Calumba . 
Cannabis Inice . 
Cantharis . 


Capsioum . 
Carum . 
Casoara Sagrada . 
Catechu . 
Cooos. 
Colohiol Cormus. 
Colohioi Semen . 
Colodynthte . 
Copaiba . 
Corlan drum 
Gelatinun . 
Gontiene 
Hyoscyamus. 


Ipomea . 
Jalapa . 
Kaladana. 
Kurchi. 
Kuth . 
Limonis , Cortex . 
Linum , 
Lobelia . 
Myrlatios . 
Mel. 
Myrrha . 
Podoplayllum . 


In -lioun. 
Prunua Sorotine . 
Quillaia , 
Rheum . 
Soille . 1 
Senege . 
Seriae TruծեԱՓ. 
Strophantaus. 
Slytex. 
Tamarindue, 
Tragacanth . 
Valerian . 
Vasake . 


PRACTICAL 


Tho candidate must be proparod to : 
( 1 ) Rocord the muorogoopioal obaraoters (inoluding Diagramatio transverse 

Heation ) of a drug whother included in the syllabus or not . 
( 2 ) Identify drugs listod in th > Primiry Liat in bulk or in orushed (not pow 

dered) oondition . 
(3 ) Idontify drugs mentioned in the Scoondary list in bulk . 

NOT . — The oandidate will be roquired to bring for ingpootion to tho Praotioal 
Ixamination his original laboratory note books duly signod by the toacher . 


Book indicating the general scope of sy labus 
A Text book of Pharmaoognosy by T . 0 . Donston . 

Reference Books 
1. A Text book of Pharmacognosy , By Wallis . 
2 . A Text book of Pharmacognosy 

By Trease . 
3 . A Text book of Pharinacognosy . By Youngken . 
ANATOMY, PHYSIOLOGY, PHARMACOLOGY AND HYGIENE 

ANATOMY AND PHYSIOLOGY 
1. - Elementary knowledge of human anatomy. 

( 1 ) Human skeleton . 
(2 ) Important muscles of the body . 
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(3) Heart and the important blood vessels in the body . 
(4 ) Lungs. 
(6 ) Digestive system and liver , 
(6 ) Kidneys and skin . 
(7) Glands of internal secretion . 
(8) Brain , spinal cord and thoir coverings; oranial nerves and spinal nerves ; 

autonomio nervous system , 
(9 ) Organs of special senses . 

II. - Elementary knowledge of Physiology of different system . 
( 1) Physiology of blood - Struotural, physical and chomical composition of 
blood ; Functions of blood ; Functions of sploen . 

( 2 ) Physiology ofheart and oiroulation - Blood pressuro and how it is maintained 
and its importange ; coronary oirculation , 

(3 ) Physiology of alimentary system - Digestive juigos and thoir effect on food 
stuffs ; Funotions of Liver . 

(4 ) Composition of common food stuffs - rice, bread , fish , meat, eggs , milk 
gheo , odible oils , vegetables. Nutrition , Vitamins , Deficiency diseases . Balapoed 
diet. 

(5 ) Physiology of respiration - - Transport of oxygen & Carbon dioxide. 

(6 ) Physiology of kidneys – Glomerular and tubular infiltration ; Composition 
of urine. 

(7 ) Physiology of musoles — The properties of skeletal, vioceral and cardiao 
musoles . 

(8 ) Physiology of the endocrine system - Funotions of the active prinoiples of 
the various endocrino glands . 

(9 ) Physiology of norvous system - Functions of the cerebrum , cerebellum , 
midbrain parts , modulla and the spinal cord . Funotions of the oranial and tho 
spinal nerves , Funotions of the autonomio nervous systom . Funotions of the 
organs of special senses . 


PRACTICAL 


Identification of various charts , modols and mioroscopio slidos illustrative of 
the theory work of Human Anatomy and Physiology . Blood counting and quali 
tative analysis of urine and stool. 


ELEMENTARY PHARMACOLOGY 
1 . - General. 

( 1 ) Definitions . 
(2 ) The chemical charaotors of drugs . 
(3 ) Mode of actions of drugs, 
(4 ) Conditions modifying the offeots of drugs . 
(5 ) Methods of administration of drugs. 
(6 ) The pharmacopoeias and pharmacopoeial preparations . 
(7) Biologioal assay . 
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II. Classifioation of drugs acting on different systems, seat of aotion of 
different groups of drugs . Elementary knowledge of the aotions and uses of the 
monly used remedies with their doses and methods of administration , 

PRAOTIOAL 
Practical domonstrations in Experimental Pharmacology illustrating actions 
of drugs on different systoms. 


HYGIENE 
(1) Air : ventilation of houses and factorios, sohools and publio plagos . 
(2) Water : purification of water, water supply . 
(3 ) Disposal of Sowego . 
( 4 ) Drainago. 
(5 ) Food : requisito of a balanoed diot : impurities of food . 
(6 ) Infectious diseases : their provention . 
(7 ) Personal hygiene. 
(8 ) Disinfeotants . 
(9 ) Mode of infeotion in blood and intestinos by parasites . 
( 10 ) Life history of mosquitoes and flies, 
( 11) Spread of disease : contact dişoasos , venereal diseases , leprosy , droplot 

infootions : water- borno digo4808 ; air-borne diseases : diseasos carried by 
insects . 


Books indicating the general scope of syllabus 
1 . Human Physiology - Foumean . 

or 
Living Bodies — Banting and Best. 
2 . A conoise Pharmacology : 2nd Ed . F . G . Hobert and G . Molton , Leonard 
Hill Ltd ., London , 1944 . 

or 
Looture Notes on Pharmacology : J . H . Burn , Blackwoll Soientifio Publica 
tions , Oxford , 1948 . 


Reference books 
1 . Handbook of Physiology and Biochemistry — W . D . Halliburton & R . J . S . 
MoDowall, London . 

2 . A Handbook of modern Physiology -- R . K . Pal and A . Chakravarty 
Caloutta , 

3. Text Book of Anatomy and Physiology -- D . C . Kimber & E . Gray , 1948 , 
omillan & Co ., Now York . 

4 . Pharmacology – J . H . Gaddum , Third Edition : Oxford Univorsity Press, 
1949. 

5 . Pharmacology, Materia Medioa & Therapoutiqs 1949 — Birondra Nath 
Ghosh ; Hilton and Co ., Caloutta . 

6 . A treatise on Hygieno and Publio Health — Birendra Nath Ghosh , Hilton & 
Co ., Caloutta . 

7 . Manual of Hygiene and Publio Health — Jahar Lal Das , Caloutta . 


- 35918 


THE GAZETTE OF INDIA , JUNE 9 , 1951 


[PART 1 - Szc , 3 


APPENDIX B 


(Regulation 6 ) 


CONDITIONS TO BE FULFILLED BY ACADEMIC TRAINING INSTITUTIONS 


Any Authority in a Provinoo in India applying to the Pharmaoy Counoil of 
India for approval of courses of study for pharmacists under Seo . 12 Sub - Seo . ( 1) of 
the Pharmacy Act, 1948 , shall provide 

1, adoquate building spaco at an average rate of 50 sq . ft. of floor area per student 
inoluding among other spatial requirements one leoture room , two laboratories fitted 
with working bonohes (3 X 2 per student ), gun and water taps , ono room for balanog 
and other physioal apparatus , ono room for migoollaneous machinorios and appar 
tus , and one room for staff mombors : 

The approximato details aro given below for guidance : 
A , Oue laboratory approximately 45 x 27 provided with 
(a ) 4 working benohos , each 21 41 , fitted with three sinks , and having 12 

oupboards on each side , ouch 11 wido 2 deep x 3 high and usual gas and 

water fittings and shelves . 
(b ) a side tabla 27 long 21 wide x3 high and provided with 2 fumo oup 

boards with ugual g48 and water fittings and shelves . 
B . One Biological ( Pharmacognosy ) laboratory approx . 28 27 oquipped with 
usual gas and water fittings and providod with four working benches approx , ono 
27 X2 and throe 21 X2 . 

C . Ono lecture room , approx , 487x27 . 
D . Balance Room and Physioal Apparatus Room 10 x 12 . 
E . Misoellaneous apparatus room 10 x 15 . 
F . Storo Room 10 X 27 . 
G . Staff Room 15 x1$ . 
H . Hend of the institution room 16 x 12 . 


N . B . - In soionoe oollogos , except for pharmacognosy laboratory, all other 
laboratorios und rooms may bo sharod with other departments , if available and 
adequate . 

1. Thoro shall bo at least three mombers of tho teaching staff for two olasges 
oonsisting of 40 studonts in each olass , Out of tho three membors of the teaching 
staff , thoro shall be at loast one who shall hold a professional dogree in Pharmacy . 
Tho remaining two also shall , proforubly , be holders of a professional degree in 
Pharmacy or of a post -graduate dogree in Science, In praoticals , one toach 
will bo inohurgo of not more than 20 students , 

2 . In case tho course is offeryd by a Soience collogo having departmonts of 
Chemistry , Physios , Botany, Zoology eto ., the minimum number of staff may be 
rentrioted to two , a todohor of Phurmuoy and a toachor of Pharmacognosy , one of 
whom shall hold a profonsonal degree in Pharmacy . Providod that the teaching of 
first -aid , Pharmacology, Physiology , Anatomy and Hygiene may be carried out by 
part -time teachors. 

3 . The following oquipmont in adequate number and quantity in addition to 
general apparatus and ohornioals and other laboratory outfits and oquipments 
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erally nooded for the toaching of Physios , Chomistry and Biology to Intor 
.. . once students should also be provided : 


List A (Compulsory for all Institutions ). List B . 


8 Chemical Balances. 
10 Disrooting Vioroscopes . 
I Microscope , 
Biological Chord & Mo lela, 
Biological glidoa , 
Auutoinicol ang Play91ological Chacle and 

Modely . 
Bacteriological Charts and slicles . 
Bacteriological Microscopo. 
Recordiny drum - Equipmeot for simple 
Pharmacological demonstrations, 


10 Conical Percolators of Copper & gla43. 
1 Medum Aizo Tincture Press. 
1 HariGrinding Mill, 
1 Tablet Machino, 
9 Platform balance . 
1 Emulsifler 

Hund Contrifuga . 
Sots of Sloves of variou8 Vos . 

Dispensing Scales , 
9 Calohet filling machine. 
• Till maling machine (Hand ). 
3 Suppository Moulds . 
1 Ampoule Filling und Seuling Machine. 
1 Collapsillo Tube Filling Machino, 
3 Oinlmont slab and Spatulag, 
20 Dispending Morters and Pestlos. 

1 Sol Granulatiny Sieves . 
i Refrigerator. 
1 Pill coating and Polishing Pan Containers for 

difforent medicamunte q .8 , 
1 Westphal Balanga . 
1 Autoclavo , 
1 Inoubator . 
1 Seitz Filter . 
9 Barteria Proof Tiltors - Candles 


Every institution shall maintain a museum of crude druga specified in the course 
preforably , also a herbarium of the same. 

N . B . — If olasgoe in Pharmacognosy , Pharm . Chomistry and Physiology 
are held in the same laboratories as are used by Dopartments of Chemistry , Botany , 
Zoology in a soionoe oollego , tho list B may not be soparately requirod . 


APPENDIX O 

( Rogulation 7 ) 
CONDITIONS TO BE FULFILLED BY INSTITUTIONS GIVING PRACTICAL 

TRAINING 
1 . The Institutions, whero practical training is given to student- - Phar 
maoists , shall from time to time, if required , furnish such informations as may be 
nooded by tho Pharmacy Counoil of India about tho staff , accommodation and equip 
mont of tho institution concornod and its working. 

2 . Tho Institution shall permit the Inspector of tho Pharmacy Council to ing 
pect tho premises at any roasonablo timo whilo the work is procoeding therein . 

3 . Tho Institution shall entrust some member or mombors of its staff , who shall 
be rogistorod pharmacist , to look after the work of the studont pharmacists . Such 
member of the staff shall bo raspongible in this behalf to the Hoad of the Institution 
concernod . 

4 . Tho Institution shall provido such opportunity , aocommodation , apparatus , 
matorials and books of reforando an aball be roquirod to enable the student pharma 
ist to undergo the practioal training proporly . 

5 . The number of student pharmacists that may be employod in any pharmaoy 
or disponsary shall not oxoved two whero thore is one registored pharmacist engaged 
in the work in which tho student pharmacist is undorgoing practioal training, 
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where thero is more than one registered pharmacist similarly ongaged , the number 
shall not oxooed one for each additional suoh registered pharmacist . 

8 . In the ovent of any quostion arising as to the interpretation or observanoe of 
those conditions the deoision of tho Pharmacy Counoil of India shall bo final. 


APPENDIX D 


(Regulation 11) 
CONDITIONS TO BE FULFILLED BY THE EXAMINING AUTHOR ITY 

1 . Tho Examining Authority shall soe that all ordinary rules of disciplino anal 
decorum ofexaminutions are striotly observed at the oxumination contros . 

2. It shall pormit the Inspector or Inspootors of the Pharmaoy Counoil to visit 
and inspect the Pharmacists Examinations , 

3. It shall provido. 

1. Adequato rooms with necossary furniture for holding written oxaminations, 
2 . well oquippod laboratorios for holding praotioal examinations, 
3 . adoquate and responsible staff to conduot and invigilate the examinations 


and 


4 . all other such facilities as may be necessary for an officient and propor 
oonduot of exudlinations , 

[No. F . 7 -4 /61 -D8 ] 
P . S , RAMACHANDRAN, 

Secretary , 
Pharmaoy Council of India . 


J . N . SAKSENA, Under Seoy . 


MINISTRY OF RAILWAYS 

(Rallway Board ) 

New Delhi, the 2nd June 1951 
S . R . O . 884 . - In exercise of the powers conferred by section 47 of the Indian 
Railways Act , 1890 ( IX of 1890) read with tho notification of the Government of 
India in the late Department of Commerce and Industry No. 801, dated the 24th 
March 1905 , the Railway Board direct that the following furthor amendment shall 
bo made in the General Rules for all open lines of Railways in India adminis 
tored by tho Government, published with the notification of the Government of 
India in the late Railway Department (Railway Board ), No. 1078 - T , dated the 9th 
March 1929 , namey 

In the Schedule appended to Part III of the said Rules , to regulation (iv) in 
column 3 , against Serial No . 22 , the following shall be added , namely : 

" Glacial Acetic Acid (not less than 90 per cont strong) may also be carried 

in aluminium containers 13 " in height and 12 " in diametre of 5 gallong 
in capacity . The thicknogs of the body and ends of the containers 
should be about 1 / 10 " and the seam should be crimped and solder 
sealed " 

[No . 1165 - TG ). ] 
R . SINGH , Joint Director. 
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MINISTRY OF TRANSPORT 

New Delhi, the 30th May 1951 
8 . R O . 885 . - In pursuanco of sub -yoction (2 ) of soction 6 of the Caldutta Port 
Aot , 1890 (Bongal Aot III of 1890 ), it is heroby notified that Mr. D . F . Macmillan 
of Messrs . Androw Yulo & Co . Ltd , has been olooted by tho Bengal Chamber of 
Commerce , Caloutta , in accordance with tho provisions of rootion 15 of tho said 
Aot , to be a Commissioner for the Port of Caloutta vice Mr. G . A . S . Sim , on loave, 


Commeroe, Calcutt.Yule & Co . Ltd. his heroby notifica 


[No. 9- P . I (47) /81 .] 


PORTS 


New 


Delhi , the 31st May 1961 


8 . R . O . 886 .- - In exercise of the powers oonferred by sections 5 and 6 of tho Bom . 
bay Landing and Wharfago Fees Aot , 1882 (Bombay Aot VII of 1882), as applied 
to the ports of Mundra , Mandvi, Kotoshwar , Lakhpat and Jakhau in the State 
of Kutoh , the Contral Govornment horeby diroots that with eſloot from the 15th 
June 1951, the following entry shall bo added in tho schedule of wharfage charges 
specified in tho notifioation of the Government of India in the Ministry of Transport 
No. 20 - M (6 )/50 . II, dated the 5th Ootober, 1950, namely : 


Charges 


Serial No . 


1 


Por 


Desoription 
of goods 


Country Crafts 

alungaide 


Stoamero or 
Country Crafts 
mooring (ii) 


Ton 


1 . 8 - 0 


1 - 0 - 0 


Minerale ost her 
than thono 
Fpecified 
above . 


[No. 20-M (8 )/80.) 
T . S . PARASURAMAN , Dy. Socy . 


MINISTRY OF WORKS PRODUCTION AND SUPPLY 

New Delhi, the 2nd June 1951 
S . R . O . 887. - In exercise of the powers conferred by section 12 of tho Coal 
Mines Safety (Stowing ) Act , 1939 , (XIX of 1939 ), the Central Government horeby 
directe that tho following furthor amendment shall be made in the Coal Mines Safety 
( Stowing ) Rules, 1939, the same having been proviously published as required by 
sub -section (1 ) of the said section , namely : 

In sub - rulo (2 ) of rule l of the said Rules , for the words " British India except 
Assam and tho Punjab ” tho words the whole of India except the States of Jammu 
and Kashmir, Assam and the Punjab " shall be substituted . 

[ No . M . 19 (1). 
N . P. DUBE , Under Sooy. 
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MINISTRY OF LABOUR 


Now Delhi , the 29th May 1951 


S .R . O . 888 . - - Tho following draft of umondment which it is proposod to make in 
oreroise of the powurs vonfurred by soction 20 of the Minimum Wagon Aot , 1948 
(XI of 1948 ), is published as rhquired by the said soution for tho information of all 
persons likely to bo uffooted thoroby and notico is horoby given that the draft will 
be taken into oonsideration on or after tho 30th June , 1961 . 

Any objeotion or suggestion which may be received from any porson with rog . 
poot to tho said draft before the duto specified will be considered by to Central 
Govornmont 


Amendment 


For rule 3 of the Minimum Wages ( Central Advisory Board ) Rulos , 1949 , 
the following rulo shall be substitutod , namoly 


" 3. Constitution of the Central Advisory Board : 

The Bourd shall consist of tho following membors , to bo nominated by the 
Central Govornmont numoly : 

(i) A Chairman ; 
( ii) Two officers of the Central Government , one of whom shall be the Vioo . 

Chairman ; 
( iii) One membor each from tho Statos of Bombay, Wost Bengal, Madras , 

Uttar Pradesh , Bihar, Madhya Pradesh , Hyderabad and Mysoro ; 
(iv ) Two mombers by rotation from the States of Assam , Orissa , Punjab 

and Saurashtra ; 
(v ) Two members by rotation from the States of Pepsu , Travancore- Cochin , 

Madhya Bharat and Rajasthan ; 
(vi) Two members représonting Part C Statog ; 
(vii) Seventoon members representing employers in the scheduled employ . 

ments ; 
(viii ) Sovonteen members ropresenting employeon in the sohoduled employ 
monts . 

[No, LWI-24 /82.] 
P . N . SHARMA, Under Secv . 


SB Care Fund Act, 194 he activities financing the year 194 


New Delhi, the 31st May 1951 
S . R . O . 889 . - In pursuance of sub - section (6 ) of Section 5 of the Coal Mines Lab 
Our Welfare Fund Act, 1947 ( XXXII of 1947 ), the Central Government hereby pub 
lish the following report of the activities financed from the General Wolfare Account 
of the Coal Mines Labour Welfare Fund during the year 1949 -50 , together with 
statement of accounts for that year and an estimate of receipts into and expendituro 
from the General Welfare Account during the ycar 1950 -51 - 

The report deals briefly with the activities of the Coal Mines Labour Welfaro 
Fund during the period Ist April 1949 to 31st March 1950 . 

2 . The administration of the Coal Mines Labour Welfare Fund Act, 1947 , in tho 
coalfields of Talcher (Orissa ) and Korea (Madhya Pradesh ) was taken over in July 
and December 1949 respectively . Preliminary arrangements for the extension of 
tho Aot to the States of Hyderabad , Rajasthan and Vindhya Pradesh were under 
oonsideration , 
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3 . The welfare ceas continued to be lovied at the rate of annas 6 per ton of qal 

coke despatched by rail. Till 31st March 1949 the cess was being apportioned 
butween the Housing Account and tho General Welfare Account in the ratio of 
2 to 7 . As the resources of the Housing Account woro found to be insufficient to 
meet the cxpenditure on the Housing programme approved for 1949 -60 , cess was 
apportioned between tho Housing Account and the General Welfaro Account in th . 
ratio of 2 to 1 in that year . A schome for the collection of regs on despatches of 
coal and coko by means of transport other than rail was finalised . 


4 . During the year under report , 4 meetings of the Advisory Committee were 
held . Oi o rreeting was held at Nagpur in Decomber 1949 . The number of ment 
ings by the various sub -committees of the Advisory Committee is indicated be 
Low : 

Finance Sub -Committee 
Coulfield Sub)- ( ommittee , Bihar . 
Coalfiole Sub - Committee , Bongal , 

Coalfield Sub - Committco Madhya Pradesh 

Preliminary steps were taken for the constitution of Coalfield Sub -Committees 
in Assam and Orissa . 

8 . With a view to avoiding overlapping in the activities of tho Fund and the Minos 
Boards of Hoalth , a new Sub -Committee known as Co -ordination Committee was 
constituted during the year. It consists of the Coal Mines Welfare Commissioner , 
two ropresentatives each of labour and employeers and two Medical Officers 
of the Jharia and Asansol Boards. The Co -ordination Committee met four times 
during the year. 
6 . During the period under report ten meetings of the Housing Board were held . 

HOSPITALISATION AND MEDICAL FACILITIES 


7 . (a ) Regional Hospitals .-- The scheme for the provision of medical facilities to 
miners made a steady progr088 . All the four Regional Hospitals , two in the Jhariu 
coalfield and two in the Raniganj coalfield , functioned satisfactorily . In each of 
the 4 Regional Hospitals provision exists for 18 beds -- 12 general cases and 
maternity cases . The in -patients dopartments of all the four Hospitals were opened 
in the 1st week of January , 1950 . They became popular soon afterwards and pa 
tients camo in large numbers for admission . Arrangements are being made to 
receive in - door patients in tho maternity wards shortly . 

8 . Two qualified doctors and goveral nurses wore added to the staff during the 
year , 

9 . The hospital at Katras and Tigra were provided with water supply from the 
Jharis Water Board , Dhanbad , and pumps were installed in Chora and Soarsole to 
supply water to the hospitals from wells. 

10 . The Searsole, Chora and Tigra hospitals were electrified and plans to electrify 
the Katras hospital were also in hand . 

Telephones wero also installed on all the four hospitals. 
Each of the hospitals was provided with an ambulanco van too . 

jl . Thc fcur institutions got unifoim supply of equipments and instrumenta . 
Sanction was accorded to tho supply of additional equipments and instrumento 
worth Rs. 17 , 977 . 

12 . The total expenditure on the four institutions during the year under report 
was Rs. 2 , 28 ,000 . Medicine and disinfectants cost Rs. 4 , 164 . 
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13 . The statement below shows the number of patients treated in the Regi ! 
Hospitals and Maternity Centres from the let April 1949 to the 31st Deoombor , 
1949 . 


Katras 


Tiera 


Searnol 


Chora 


1 . 


(a ) Colliery 
(b ) Non-oolliery . 


6636 
7019 


10676 
1704 


7571 
2374 


3906 
1381 


13685 


12280 


9946 


5287 


11193 
2462 


9168 
3119 


7142 
2803 


3330 


198 


1984 


449 


1518 
706 
898 


1474 
900 
423 


07 :3 
834 
448 


759 


2402 


3119 


2809 


1957 


30 


56 


42 


Total . 
9 . Numbor of old & new oases troated : 

( a ) Old QABOB 

(b ) Now 0 989 
3. Number of Men , Women and children 

(New 04308 ) : 
( a ) Men . . . . . . 
( b ) Women . 
lo) Children (under 12 yoare) : 

Total 
Number of operations porformed 

Maternity Centres. 
1 . Number of maternity cases attended : 

( 8 ) Colliery 
ib ) Non - Colliery . 
Number of ante -natal and post -natal oogee 
attended : 
( 6 ) Ante -natel 

(b ) Postal- natal , 
3 . Number of children attended : 

( a ) Male , , , , , , 

( b ) Female . . 
4 . Number of gynaecological care treated : 

(a ) Old . . . . . : 
(b ) New 


97 
150 


218 
105 


916 


44 


165 
30 


478 
631 


72 


539 
409 


108 


130 


174 


101 


3700088 


3738 
969 


1194 
369 


81 


14 . The following table gives the number of cases attended to from 1st January 
1049 to 31st March 1950 : 

In -door patients 


Now CA8C8 Discharged Total of both old and new 

088өв, 
Men Women Child . Total Cured Reli - Other - Dled Men Woman Ohild - Total 
ren oved wine 

ron 
1 2 3 4 $ 6 7 8 9 10 11 19 
. 136 20 1 

4 208 111 28 344 
27 13 

20 4 9 301 147 94 529 

081 
27 

00 10 

356 


Katras 
TiTA . 
Searsol . 
Chora . 


GIG1 


007 


AU 


Out-door patients 
New cases 

Total of both old and now oaren 
Men Wo- Chil . Total Men Wo. Child Total 

non drep 


Inen 


ren 


13 


14 


15 


16 


17 


18 


19 


20 


. 


. 


Katras 
Tibra 
Seareol 
Chora 


489 
492 
620 
388 


581 
408 
273 
144 


718 
299 

65 
130 


1746 
1199 
968 
089 


9201 3888 
1848 1871 
1450 982 
830 738 


1570 7399 
858 4874 
264 2685 
497 1799 
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15 A total eum of Rs. 26 , 90 ,000 has been spent on the construction of the 4 hospital 
buildings and the purchago of furniture , equipments , medicines and ambulance 
vans eto . for thom . A further oxpenditure of Rs, 13 ,00 ,000 is likely to be incurred 
on anciliary buildings , jjurchase of oquipments etc, 

16 . (6 ) Central Hoypital at Dhanbad . - Tho Central Hospital buildings at Dhanbad 
will havo uccommodation for 130 beds . A total sum of Rs. 18 ,50 ,000 has already 
been spent on the construction of the main hospital buildings , and staff quarters 
oto . Equipmonts worth Rs. 760 -11-6 huvo also boon purchased . A further 
oxpenditure of Rs. 19 , 00 ,000 is likely to bo incurred on the completion of the build 
ing , purchase of equipments and furniture and medicines oto . 

17 . A Surgcon Suporintendont was appointon . He joined his duties on the 4th of 
January 1950 . Stops wero taken by him for proparing statements of staff , equipl 
ments and other articles for tho hospital. 

18 In addition to the Surgeon Superintendent it is proposed to appoint a physician 
E .N . T . and Eye Spocialist and a number of Lady Doctors , Modical Officors and 
matron , nurses etc. It is hoped that the Contral Hospital will start funotioning 
carly next year . 

X Ray facilities obtaining at the Dhanbad Civil Hospital and Sanctoria Hospital 
were utilised by the fund on a paymont basis in the absence of the provision of tho 
game in our own hospitals . 

10 . (c) Aids to other institutione. — The two ambulanco vang placed ourlior at the 
disposal of the Jharia Mines Boaril of Health and one of the two vans placod ut 
the disposal of tho Asansol Mincs Board of Health wore withdrawn and transforred 
to the Rogional Hospitals . One ambulance van remained with the Asansol Board 
for 1189 by minors . 3 ambulanco vans remained in the Madhya Prudesh coalfield 
2 with Messrs. Shuw Wallaco & Co ., and with ono with Monsts Bullarpur Colliery 
Co . The maintenance charges of the vans borne by the Fund during tho year 
amountod to Rs. 11 ,065 . 

20 . The hospital of the State Rxilway collieries at Giridih in Bihar and of Messrs . 
Shaw Wallace & Co ., at Barkui in the Mathya Pradesh continued to maintain ono 
X Ray Unit oach Aupplied at the cost of the Fund . 

21 . A suin of Rs. 14 ,000 was apont on the fourth Rofresher Course for colliery 
Modical Offloers organised at Asansol by a special committeo formod for this pur 
poso. 

22 . 15 beds wero reservodl in the Sanotorioa hospital for the benefit of colliery labour 
in tho Raniganj" field . The number of body was increased to 25 from 1 -8 - 1949 A 
total sum of Rs. 50 ,450 was paid to the Sanctoria Hospital as roservation fee . 

23. For tho benefit of the colliory labour in the Jharia coal field a grant-in -aid of 
Rs. 15 ,000 was paid to the Civil Hospital, Dhanbad , for improving its officionoy on 
condition of reservation of 25 hods for them . 

24 . The Dhanbad District Loprosy Association completod the construction of a 
loper ward in tho Leper Hospital at Totulmari at a cost of Rs. 20 ,000 paid hy the 
Fund . The ward has capacity of 12 beds and started functioning from 1 - 11- 1949 . 
From that date the Fund has beon paying a grant of Rs. 2 per ber por day as the 
cost of their maintenance . 

28 . Tho Asansol Leprosy Relief Association was sanctioned a non -iecurring grant of 
Rs. 25 , 000 for the construction of a leper ward . A sum of Rs. 5 ,000 was paid during 
the year and the balance will be paid when the wurd will be completed . A roourring 
grant for the maintenance of the beds will be paid when tho ward is oompleted and 
starts functioning . 

26 . (d ) Standard of dispensary services. — Provision exista in the Act for the payment 
of a grant to collierice which maintain dispensary services to the standard preyoribed 
by the Fund . During the year a Special Sub -Committee for finalising the standard 
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was constitutod and its récommondations were approved by the Advisory Committeo 
and sent up to Govornment for sanotion , 

27 . Sanitation . — Grants of Rs. 43 , 176 and Ra, 49 , 000 were given to the Jbariu 
Mines Board of Hoalth and tho Asansol Minos Board of Health respeotivoly for the 
year 1949 -50 for extended sanitary services . 

28 . Anti - T . B . Measures. Dr. Y . C . Shrikhunde continucd to be in chargo of this 
work . In the absence of any T .B . clinics belonging to tho organisation , ho visited 
different colliories and examinecl cages of suspected T . 1 . und gave advice to Modical 
Officers concerned . He also visitcal the four Regional Hospitals bolonging to the 
Organisation , examined cases suspected to bo suffering from - T . B . and advised 
theMedical Officers in chargo about their treatment. 

29. It is proposed to start the construction of two T. B . clinics one in the Jharia 
coalfield and the other in the Raniganj coalfield as early as possible. Plans and 
estimates have been sent to Covernment for sanction . 

30 . The number of cases seen by Dr . Shrikhando during the year under report is as 
follows : 


Mouth 


Alale 


l ongle 


Totul 


- 


- - 


- - 


- - 


- 


O 


Nil 


April , 1949 
May , 1949 
Juno 1940 
July 1949 
August 1940 
Septr . , 1949 
Octr ., 1940 
Novr., 1049 
Deor ., 1049 
January , 1980 . 
February , 1950 
March , 1080) . 


33 


11 
10 . 


25 


34 


1 


18 
10 
18 
19 


36 


46 


430 168 007 
-- - - -- - - - - - - - - - - - - - 

- - - - - - - - 
31. Infectious Diseases. The Jhuria Mines Board of Health having ugrood to con 
struot their own infectious diseases hospital, the proposal to build infectious diseases 
wards in the Regional Hospitals at Tiera and Katras has been dropped . The in 
fectious diseaso8 wards at Soargol and Chora will be built shortly . 

32 . Anti- Venereal Discuses Measures. The calier schemes propared for the eruclica 
tion of V . D . in tho conlfields was examined by the Surgeon Superintendent . It is 
proposod that pati nte ufforing from V . D . should receive treatment in tho Regional 
Hospitals , difficult canes boing treated in tho Central Hospital. 

33 . Anti -Malaria Operutions. - Anti-maluria operations in the coalfields of Jharia 
Raniganj, Hazaribagh , Pench Volley and Margherita continued us before under the, 
control of the Malaria Instituto of India . A grant of Rs. 13 lakhs was placed at 
the disposal of the Director of Malaria Institute . 

34 . The following is the coalfield - wise statement of expendituro incurred by the 
Anti-Malaria organisation during the year : 

RA . A . P . 
1 . Contral Organisation ut Duljii 

8 ,050 A 
2 . Central Organisation at Dhanbad 

39,887 11 A 
3 . Jharia Coulſiold 

3 , 81), (010 7 6 
4 . Hazaribagh coalield 

1 , 30 ,403 04 
5 . Aenam conlfjold . 

37 , 745 4 0 
0 . Penoh Valley coolfiell 

89 .444 14 3 
7. Reniganj coalfeld 

4 , 13 ,476 12 9, 


24 
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35 , General Welfare. - - The gazett. d glaff of the Coul Mines Wolfare Organisation 
consistel of a Chiof Welfaro Officer , 2 Inspectors and a Lady Welfare Officer , Tho 
Lady Wolfure Officer way (loputol in February , 1950 to look after the current duties 
of the Officer- in - Chargo , Women s Welfare Section , who went on leave on medical 
grounds . 

36 . During the ycar, non -yazetted staff of the Inspectorate was increaard and the 
coalfiel is wore divicleci into 24 circles each of which was put in charge of an Assist 
int or o Junior Assistant Inspector. Tho Assistant Ludy Welfare Officers , who 
woro hitherto only entrusted with the supervision of Women s Welfare Centres , 
were also empowered to mako inspections and were put in charge of ciroles , 
The colliorics in the larger coal boaring states have been placed in charge of an Inspec 
tor of Labour Welfaro wło supervisod the work of the Cirol Officers undor him . 

37 . The duties of the Inspectonto are to supervise the activitios financed by the 
Wolfure Fund , the uriministration of the Coal Mines Pithead Bath Rules , 1940 , 
Mines Creche Rulos , 1946 , as well as Mines Maternity Benefit Act, 1941 in respect of 
coul mines . The Chiol Welfare Officer and the Inspectors of Labour Welfare aro 
ala ) E .c-officio Inspector - of Mines in respect of those poctions of the Inclian Minos 
Act , 1923 which rolute to hours of work , employment of childron , sanitation ote. 
Thoy also inspect ming with it viow to advising mine owners to effect improve 
ments where socinl amenitics are found inadequate . Bosidea , inspection of welfare 
measures and sanitary arrangemonts at the colliories in their areas , the Circle Offi 
cers are also requireil to organiso public opinion umongst colliery labour against 
drinking , gambling and indlebt dness , to encourago friondly relations between the 
employees and employers , to oxplain to workers thoir vishte as well as rosponsibilities 
with reforonce to labour laws and to givo talks to the work - people on nutritive value 
of diets and on hygiene, sanitation otc . 

38 . Mines Maternity Benefit Act . — The following statement shows the figures of 
inspections, internity benefit cases otc ., i uring the year 1949 -50 : - - 


( 1) Total inspection nude curing the yogi 1940 under the lines ator 2 ,953 

nl. y Benefit Agt ly tho momber of the Inspectointo ytail. 
(- ) Ninner of winou who worlod fun period not less than six months A ppx . 35 ,050 

[ Suotion 0 ( 1 ). ] 
(33 ) Nunber ofwomen who gave notice of prognancy and Jolive l y under 

4 ,903 
Wection 4 und 7 . 
( 1 ) Number of canos whero fica medicul Oxamnation sua offuzed by the 3,444 

Inanagomont. 
( 5 ) Nimber of 08904 whore HORVIÇOS of qualifiedmlwyon or otlier trained 1 ,913 

persona Wro olforoc ly the managemont f100 of chiurgos, 
(0 ) Nurnbor of onses where bonus undor noction ( ( 1 ) 176M claimed 

1, 149 
( 7 ) Amount of Muteinity Bonolit pand in HVADCA der Seriun ( 1 ) Rw . 01, 464 50) 
( 8 ) Bulance of fatornity Benefit paid undoi Suction ( 9 ) 

98 ,843 14 0 
(9 ) Amount paid w on Sociion ( - ) In ( AND of vlila of women antitloil 63 19 0 

to recoito nintornity benefit . 
( 10 ) Amount of bonus paid under wction 0 ( 1 ) 

3 ,930) 8 00 
( 11) Number of womon workors who left the collieries after receiving list 

instalınant of internily Benonit uncor Section 0 ( 1 ). 
( 19 ) Niunbor of woman not entiiloul to materiiy bonotit clue to shortage 

of attendanco olilouglı tlı y gave notice . 
39 . General Inspections. — The members of the Inspoctorate paid 2, 389 visits to the 
collierics during tho period under review . Tho majority of the collieries were visited 
geveral tim s during tho year . Th question of removing the irregularities which 
camo lo light was taken up with the managom . nts conocrned with antisfactory 
Tosuliy . 

10 . Provision of creche9. - Whil wonn workers wi) employerl at all coal 
minn there was n provision for Cre les inh pait . Eithor womn workers 
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40 


hud to carry their chililren to their place of work or lcavo them unattended in thoir 
" Uh wrah " . It was lunl to see " kumins " loading the wagony while their chillrent 
woull syunt, or play on ( oal stacks without any protection from sun or rain . It 
Wat ther forconilored naCOSYALTY W mko the provision of urecheat every coal 
mino obligatory under tho Minds Crecho Rulos, 1941 , madlo wder sub -section (lb ) 
of Section 30 of the Inilian Minos Aot . Four types of plans were prescribed to suit 
difforont collierius taking into consileration the number of women cmployed and 
the output of the colliorien . Mues which are likely to be exhaustod within 3 young 
uro exemplod from the provision of creches provided the manugement concerned 
provides a temporary structure in conformity with the proscribed standards . 
Noigubouring mincs are allowed to join in providing common creches if no incon 
yenience is caused to the womon workers concerned . The majority of the 
mine owners, however , did not comply with tho rulug owing to the expenditure 
involved . In vertuin ( i909 short supply of building mterials also cruscd delay 
in the provision of crechos. As the progress in the provision of creches was found 
to be far from yntisfiuctory , it was decided on the recommendation of the Coal Mines 
Welfare Fund Advisory Committee to launch prosecutions in the first instance 
against those mino owners who have ovaled complianoe with the Rulos , 
41. The progress regarding tho provision of orechos was as follows : 

1. No . of ( rochos completed during tho your 
2 . Total No . of ( rech completed upto the end of 1940 -60 
3 . No . of Oroches under Construcl2011 . , , 

191 
42. Provision of Pithead Baths. The importance of Pithead Bathe needs scarcely 
to be emphasised as a bath 18 not only comfortabl, but also bonofioial to healtli. 
Pithead Baths are considorod to be an intogral part of welfaro work at tho coul 
mines . The miners cmorged from the mille wet und dirty with no plavo to bathe in 
except ditty " nullahs " or pools of stagnant wuter. Scantily dressed women workers 
Also had to bntle without any privacy . It was therefore considered necessary 
to make provision of Pithoad Baths compulsory . Accordingly , the Coal Mines 
Pitheud Bith Rulos, 1910 , were maile under sub -section (bbb ) of Section 30 of 
the Mines Act which makes it obligatory for overy conl mine to provide baths in 
accordance with the standards prescribed . Mines which will be exhausted within 3 
years or the resources of which are inadequato to make sufficient provision for supply 
of water aro allowed ( mption from tho provision of Pithcad Baths provided that 
miner which aro going to be exluustel within 3 years provide altornativo buthing 
Arrang ,monts . Tho mines for purposes of Pithrad Buths uro classifiod into four 
categories and for cach uſ thuge types suitnble pluns for Pithead Baths are pro 
scribed . These provide separate showers and latrines for men and womon . Wher 
ever tho Pithoad Bithe aro functioning properly thoy are highly appreciatod by the 
workers . 

43. It , liowcy r , requircıl all the fforts of the Welfaro Inspectorate to persundo 
tho mino owners to set up the installations . Despito the urgent nood for Pithead 
Buthg , the majority of the mine owners did not like to comply with the rules to avoid 
the expenditure involvul. Cerinin Sections even discouraged the use of Pithcuc 
Baths . It has been therefore (lecided to launch prosecutions against thoso mine 
owners who wilſully continue to cvacle their statutory obligations . 

44 . The average daily number of men and women workers who are expected to 
ben . fit from the Pitheul Bathg already provided is over 10 ,000 and 10 ,000 rcq 
peotively . 

45 . Tho posi ion regarding the provision of Pillread Baths at the end of tho ycar 
1949 -50 was as follows : 


14 


1 . (a ) l ithvad Baths coinplotod during the year . 

(b ) Pithon Batlı4 completed in the previous yeurs 

( c ) Totill 
2 . lútal number of Polhoud Bath14 under construction 


05 
01 
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46 . Subsidi , for Pithad Baths . - In order to encourage the mino owners 
to Povil . Pithond Birthy , the Government of India offered to pay subsidy 
from tho ( oal Mines Labour Welfare Fund at the following rules for those establish 
ed to the satisfaction of the Coal Mines Welfare Commissioner before the 31st 
Documber , 1948 , 
Category A mino10 % of the certified cost of construction of the bathe or 

RA . 1 ,750 (Rupais one thousand soven hundred nnd 

fifty ) whilevor is less . 
Catogory 1 min — 10 % of the certificd cost of construction of the batlıs 

or Rs. 3,500 (Rupeos three thousand and five hundred ) 

whichever is loss , 
Category C mine 10 % of the capital certificat cost of construction of the 

bathy or Rs. 5 ,000 (Rupees five thousand ) which 

cver is los , 
Cateyory D minc , 10 % of the capital certified cost of construotion of the 

bath or Rs. 7, 000) (Rupees geven thousand ) whichever 

is long . 
47 . Subsidios for Pithcad Baths comploted by 31 - 12-48 were paid to 14 colliories , 
the total nmount being Rs. 49, 267. 11 more ( ollicrice were ontitled to subsidy but 
payment could not be madlo as during the year ng awlited accounts wore not sub). 
mitt i by the Colliery Cos ., conocined . 


48 . Extention of the Coal Mines Pithead Bath Rules, 1946 and Mines Creche 
Rulis, 1910 to Korea and Talcher . - Tho Coal Mines Pithead Bath Rules , 1946 , 
and Mincs Creche Rulea 1946 woro extended to Koron und Talchor . The rules 
come into force in these aren , on the 19th June 1948 and 4th November , 1948 
789poc iv ly . 


49 . Grants arost gubailies to colliorina which complrte the construction of Pithead 
Bathe in Korea and Talcher Coal-Fields.- - Tho recommendations mad by the Coal 
Minay Welfare fund Advisory Committeo for paymont of subsidies at the usual 
ratos from tho Coul Mincs Labour Welfare Fund to collieries in Korea and Talcher 
for Pithead Baths to bo comploted bofore tho 31st Decomber, 1950 wor Hcooptod . 


50 . Truining of Croche Attendants . - Tho Mines Creche Rules provide for 
tho appointment of an attenclunt for ovory ureche at a coal mine. At a number 
of colliorio - Creches were proviilud but could not bo put into commission for want 
of suitable staff . It was , therefore , decido to arrange for tho training of creche 
attondants to assist the Colliery Cos., in getting suitable staff for the purpose . It is 
roughly estimated that about 600 crecho attendants will be requirod for the coal 
mines . Arrangements have been made to train them in batches at the Pathardih 
Women Welfaro Contre . The first batı h will undergo training shortly . The training 
will last six months. The minimum qualification for training is middle pass standard . 

o annual rocurring cost of the training scheme will bo about R9, 236 ,000. The cost 
train .ng will eventunlly be recovered from the collicrics employing the trainoca . 

51. Adult Education . During the poriod under review A schome for Adult 
Education was finalised . The object of the scheme is to impart litoracy and general 
knowlerlye to the minn workers is well as to make them responsible citizens and 
efficient workers well aware of thoir rights and obligations and to enable them to 
enjoy a fuller life . The scheme has boen accepted . It is ostimated to cost Rs. 
54, 132 in the first year . An Adult Education Omoor and the other requisito staff 
aro being recruitrd . 

62. Provisian of centerne at collieries . - Ag tho fow cantoons or toa stalls 
muntunolil cortiin oollieriai ir n ither wall- prannel nor prop. rly run , the 
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members of the Inspectorato wore instructed to imprCAA on the imployers the 
for providing ( anteons . It was felt that canteens would not only materially con 
bute to the comfort and health of Vic work poople but woull also go a long way in 
reducing voluntary absentcoism 19 woll us serveis an antidoto to oxcessivo drinking , 
The Central Tea Bourd offured to give nccessory assistanco to tho Colliory Cos., in 
establishing the canteens. Tho response was, however, very poor . 

53 . Mobile Shop . - A Mobilo Shop was maintained by tho organisation for 
selling consumer goods at a comparatively cheup price to the mino workers at their 
plaoo of work . The goods soll were urticles of overyılayusc , viz ., aluminium 
utousils , shirts , readymado garments , blankets , jer eys , umbrellas , soup , silver 
ornaronts , shoes , lohis, cto. ote . During the porioch under reviow goods worth 
Rs. 30 ,963-6 -9 were sold at 31 + colliories visited by the Mobile Shop in Bihar at 
Bongal coalfields. Goods worth Rs . 29 ,419 - 1 -1 were purchased during tho year . 
A sum of Rs. 10 ,000) was spont on the maintenince of the van during the year, As 
it was found that consumer goodly were now readily available and the sales had 
considerably doclined , the scheme was discontinued with offout from 30 -4 -50 . 

54. Mobile Cinema . - - Thron mobile cinomil, vans wero maintainod for the 
entertainment of minors, A total sum of Rs. 31,648 was spent on them during tho 
year as lotailod below : 


Hs. 


. 


Pay and allowANOO . . 
Other Charger . . . 
Coat of Cinema mnchine for ille 


. . . 
. 

. 
oilya Prade - 1 


. 
. 


. 
. 


. 
. 


7 , 434 
19 ,90S 
15 ,000 


31,048 

- - - - 
05 . Ono cinoma vin roull not visit the collierics in both the Jherin ond Raniganj 
coalfields at resonably short intervals . It was, thor foro , lecided to provido il 
Mobilo Cinema exclusively for the Raniganj coalfield . Accordingly , a 36 mm , 
Talkie Projector and other equipment were purchused for the purpose . The 
Mobile Canteen Von maintained by the Department was converted into a Mobile 
cinemı vun for the purpose . The van is giving froc shows in the Raniganj conl 
fiold , 

50 . A Mobilo Cinema for the M . P . coalfield was provided in June, 1949 , During the 
year 117 slows were given ut liflerent collicries . Besides, recreational films, 
oducational and informational shots were also acrooned for the benefit of tho work 
poople , 

87. Women s Welfare Section . The oducation of minors childron and training 
of their womon in n ellowork ote ., rercivol ito duo inporlundo . 

58 . During the your undor report there wore 3 changes in the office of the officer- in 
duargo, Womon s Welfare Soction . Mrs . V . Upachyayı left the organisation in tho 
beginning of the year and was succeeded by Mrs. K . Ojha . The latter proceed 
on lcavo on medical grounds in Fobruary 1950 . Misa . S . K . Manik was therefore 
placol tempornrily in chargo of that office . 

59 . The Assistant Laily Wolfare Officers carried on 119eful inspections . The field 
workers continual to do good work . They supervised the work of the staff and 
arrango clequate medical holp for mincrs fimilies in case of sickness and coll 
finoments . Thoy also visited chowruhs und taught womon the valuo of thrift , 
clonnliness , etc . 

89 , Tho govikus dil seful work luring the yeur . Thay qilyo bath to minors 
chil iron , yuvo them 1940ng in rouliny, wriling and writhmetic . Thoy also taught 
wynon cutting, sewing and knitting . 


- - 
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31. Four centres were operel in the year , bringing the total number of Women 
Welfare Centros in the Jharin , Raniganj and Boklaro conlfields to 20 . Efforts 
woro male to secure rccommodation in the Macllıya Pracleuli coalfield to start a 
fow centres. A list showing the location of Women Welfare Centres is givon below : 

1. JHARIA FIELD) 

1 . Patharclih , 
2. Digwadil . 
3. Bhowiah (No. 12 pit ). 
4 . Bhowruh (No. 4 pit ). 
5 . Jeotpur . 
6 . Industry . 
7 . Bastacolu . 
8 . Sijua . 
9 . Kankunco . 
10 . Kustorc, 
11. Bansjora , 
12 . Bhuli. 
II. BOKARO FIELD 
13 . Kargali, 
11. Bokaro . 
III. RANICANJ FIELD 
15 . Jamuria . 
16 . Charanpur. 
17 , Jambad -Kajora . 
18 . Jumbucl - Selerled . 
19 . Shankarpur. 

20 . Lower Kenda . 

62 . There wyro altogethor 1,081 children on roll on 31- 3 -50 und tlic zverago 
claily uttondanic way 32 per institute . During the year under review tho following 
number of children passed through the welfuie centre , : 
(i) Total number of children roleuital to higher school , 

3107 
( 11 ) Totaln o i of laildzin who paured liom the Instituto 

151) 
uthorwin . 

240 ) 
(111 ) Number of chillien who wore adinuiter ai tho centro (lurry the 413 

your . 
63 . Th · bost ( entres were Digwnuclil and Karyali where claily attendance 
aged betweon 50 to 60 . 

64 . There wero altogether 42 :3 kumains on roll on 31- 3 - 50 and the average 
Attondance per centro wus 10 . The best attendance of kuming wus secured at 
Digwadlih and Khas Kenda . 

65 . The Mobilo Canteen whicli huch been stuited to proville swcete , tea and other 
things at cheup ratos in collivies did not prove vory populur. It was therefore 
discontinued with effect from l 1- 10 - 49. Total mole proceedly umounted to Rs. 
1 ,470 - 10 - 9 . 

08 . Jit nur Garden - T garden was started on 8 acres of land n orrler to 
demonstrate agricultural and horticulture methods to miners and kamins and to 
provide cheap vegetables for them . It was found that thoy look no interest in it 
The organisation incurred u loss . Tho scheme was, thereforo, discontinued . 


399 


- 


- - 


- - - - 
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67 . Clay Modelling Workc . — This intoresting typu () work for attraig 
children was dono at some of tho centras liko Jamwid , Kankuner auch Bokaro . 

68 . Health and Hygiene. — The field workers instructed the kamins the 
udvantuges of clean living . The hygienic and economic way of food preparation 
was also taught. In 4576 sick and 1853 maternity cases , modical help was curang 
ed at different centres . 

69 . Games , Drill and Bhajan , - Bhajans wcro sung ut prayer timo ut all the 
centres . Some kind of healthy gamo was daily practiseal. 

70 . Recreational Activities, Occasional Bhajan parties were arranged at 
tho contros . Radio gets provided at tho centros proved very attractive for 
creation . Efforts are being made to purchase 6 gramophones and records to 
supplied to those centres which have got no electric connection . 

The figures of exponditure on the wolfuro activities of the Womcu s 
Wolfaro Seotion are given below : 

Rs. 
(i) Pay of oMlcers . 

4 ,898 
(ii ) Pay of establishmont 

1, 00 ,005 
( 112 ) Allowances 

04 ,410 
(iv ) Welfare Clargos . . 

3 ,094 
( v ) Viscollaneous ( larger including pay ofwuon 

13 , 094 
(vi ) Jitpur garden , 

1 , 948 
( wii ) Training Chargos 

3 , 05 
(viii) Furniture . . 

2 , 189 
( 10 ) Major repuirs 

3 ,250 
( c ) Advertisement & interview changes 

$ 90 
(vi) Equipinont , muolimary and tools 

1 , 539 
( ii ) Taintenance of vohiolos . 

0 ,973 
( iii ) Raw inatorials and conBLIDOT goods 

(1, 963 


Nel4 


- 


- 


- - - - 


Total 


5 , 10 , 190 


- - - 


71 . Training for Welfare Officers, — The following omployees of the organisa 
tion un larw nt Training in Soviul Servico at the Caloutta Univorsity . 

1. MI s. N . Banerjee, M .A . 
2 . Mr. T . Jha , B . A . 
3 . Miss Rutna Dutta , B . A . 
4 . Mrs . Taru Ganguly , M . A ., 
5 . Miss S . Guluti, B . A ., Dip .-in - Ed .) 
6 . Mr. L . . Sinha, B . A . 


Statement of Accounts 1949-50 
Roceipts 

Exponditio 

Re. 
Opening Bulutare . . 1, 35 ,1 5,356 Expendit111 e during the you! 
Raceipts during the yeur , 46 , 17 ,881 Gosir Bulanco on 31st Juich 

1950 , 


R . 
51,77, 165 
20 , 

4 1 


1 ,81, 93 ,900 


1 ,41,93, 906 


R s, 


32911 AM $ 
22161572 


Estimates of Receipts and Expenditure during the year 1950 -01 
Recoipta 

Expomitur. 
RK . 
18 ,59, 805 

58 ,80 , 110 

(No. M -15 (6 )/61. ) 
S . NEELAKANTAM , Dy. Sory 
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